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Arrangement of Prices 


For your convenience we hive given three sets of 
prices on the majority of our fixtures, namely: (1) 
fixtures bare; (2) fixtures complete but without 
glassware; (3) fixtures complete as shown with 
glassmare. ‘These terms us applied to gas, electric 
and combination fixtures mean as follows: 


Bare 


Tilectric Fixtures. This means the bare fixture fitted 
with ceiling crowfoot but not wired, and without sockets, 
shade rings or glassware. 

Gos Festeres, ‘This means the bare fixture with ceiling 
coupling (stiff joint) but without shade rings, gas burners 
or glassware. If the gos fixture is shown with candles 
instead of glass shades, then the bare fixture ts without 
the brass candle cups, white opal glass candles and bo 
aches, brass candle pillars or tips. 

Combuuntion Fieturcs. This means the bare fixture only 
fitted with iron top finisher but not wired and without 
insulating joint, sockets, shade rings, gas burners or glass- 
ware. If the combination fixture is shown with gas 
candies instead of gas shades, then the bare fixture is 
without th le cups, white opal glass candles 
and bobache Jie pillars or tips. 


brass ca 


Complete, Without Glassware 


Blectric Fixtures. Th 


means the fixture equipped with 
ceiling crowfoot and completely wired t t, includ 
ing standard Bryant “New Wrinkle’ sc with all 
body wires, arm wires and sockets connec 
and taped according to the approved requirements of the 
National Board of Underwriters. ‘The fixture is also fitted 
with brass shade rings but the glassware shown in the 
ilustration is not included. 

Gas Fixtures, This means the fixture equipped with 
ceiling coupling (stiff joint), brass shade rings and burners 
but without the glassware shown in the illustration. If 
the gas fixture is shown with candles instead of glass 
shades then the complete fixture includes the brass candle 
cups, White opal glass candles and bobaches, brass candle 
pillars and tips. 

Combination Fixtures. This means the fixture equipped 
with iron top finisher, insulating Joint, gas burners and 
completely wired throughout, including standard Bryant 
“New Wrinkle” sockets, with all body wires, arm wires 
and sockets connected, soldered and taped necording to 
the approved requirements of the National Hoard of Une 
derwriters. The fixture is also Atted with brass shade 
rings but the glassware shown In the fllustration is not 
included. If the combination fixture is shown with gos 
candles instead of gas shades then the complete fixture 
includes the brass candle cups, white opal glass candles 
and bobaches, brass candle pillars and tips. 


Complete With Glassware 


The electric, gas and combination fixtures priced com: 
plete with glassware are equipped exactly the same os 
the complete fixtures described immediately above ond, in 
addition to this complete equipment, the price also in- 
cludes the glassware shown in the illustration, 


Dlectric lamps (bulbs) are not fur- 
nished or included in the price of any 
complete fixture unless it ix specifically 


so stated in the description under the 
Sixture. 


Acetylene Gas Tips 


_ We can equip all fas fixtures, except those with 
inverted burners, with acetylene gas tips at the 
additional cost of the acetylene burners listed in this 


catalog. Please select and specify burner wanted 
when ordering. 


Glassware 


In selecting the glassware for the complete fixtures 
we have endeavored to choose the design and shape 
that is adapted to that particular fixture. If you 
want to use different glassware from that shown in 
the illustration you can figure the cost of this change 
by turning to the pages of the catalog where the 

ware is listed separately. To obtain the cost of 
plete fixtu with the new glassware, deduct 
ice of the glassware shown on the fixture from 
the of the complete fixture and add the cost 
of the glassware that you want. If you have any 
trouble in figuring this cost we will be glad to furnish 
you with a quotation on request. 


they 


Finishes 


We quote the majority of our fixtures in brush 
(satin) brass finish. Where the ceiling canopy 
stem or body is ornamented or embossed, this orna- 
mentation or embossing is retouched with black in 
the hollows to bring out the high lights and richness 
of the ornamentation, Brush (satin) brass or brush 
brass and black are the most satisfactory and prac- 
tical ways to finish brass fixtures in a great majority 
of patterns, 

We also offer some of our finer fixtures in Btruscan 
gold, silver and verde antique (green) 
think the fixture or style is particular 
these finishes. We offer a complete line of fichures 
Sor the bathroom finished in polished nickel; a com- 
plete line of fixtures for the kitchen in oxidized 
copper; & line of inexrpensi gas, electric and 
combination chandeliers in oxidized copper; a com- 
plete line of outdoor and porch fixtures made of 
iron in matte black finish. 

We believe that the selection of these spe 
has been so complete and represents such a practical 
assortment that you will be able to find exactly wh. 
you want without resorting to the delay and inc 
venience to you of ordering other patterns in special 
finishes. We can, however, furnish you the follow- 
ing finishes on fixtures (not on sundries) now listed 
in polished brass, brush (satin) brass and brush brass 
and black at an additional charge of 10 per cent 
added to the price quoted in the catalog: 

Oxidized copper, Statuary bronze, 
Polished nickel, Verde antique (qreen). 

We will be glad to quote prices on any other finish 
desired. If the fixture is intended to match hard- 
Ware or other trimmings, a sample of finish must be 
furnished. 

We are prepared to make immediate shipment of 
All fixtures offered in the catalog in the finish in which 
they are listed, but all changes of finish or special 
Nnishes will take approximately three weeks to 
execute, 


Length and Spread of Fixtures 

The length of the fixture is determined by the dis- 
tance from the top of the ceiling canopy to the e 
treme bottom point. When the glassware projects 
below the bottom point of the fixture then the length 
is measured to the bottom of the glassware, This 
determines the length even where the fixture is 
ordered bare or without glassware, 

The spread of the fixture is the greatest distance 
between opposite burners on a gas fixture and from 
the tip of one electric light to the tip of the opposite 
electric light on an electric fixture. On a combina- 
tion fixture the spread is the width between the tips 
of the electric lights. In determining the spread a 
two-light fixture is always taken as a standard of 
Measurement, e 

The extension on brackets is the distance from the 
Wall to the gas tip on the gas bracket and to the tip 
of the lamp on the electric bracket. 


ial lines 
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Shortening and Lengthening 


For making fixtures shorter than the length stated 
i og no extra charge or deduction from 
will be made. 

le longer than the length stated in the 

eatalog will cost as follows, including the iron pipe 
and brass casing: on electric and combination fix- 
tures it also includes wiring: 

Standard Round Brass Casing, 5 § or Linch, 
including iron pipe (and wiring on electric and com- 
bination fixtures). Price, 25 cents a foot or fraction 
of a foot, 

Square or Reeded Brass Casing, %, % or 1 inch, 
including iron pipe (and wiring on electric and com- 
bination fixtures). Price, 30 cents a foot or fraction 
of a foot, 

Round Link Solid Brass Chain (round rod). 
Price, 25 cents a foot or fraction of a foot for all sizes 
shown on fixtures, except for the extra heavy chain 
as shown on Nos. 34A5794, 84A5507, 34A5524, 34A55 

5520, B4A5618, 3 18 and all 
' plated fixtures, for which 
foot or fraction of a foot. 

Round Link Solid Brass Chain (square rod). 
Price, per foot or fraction of a foot, 35 cents for size 
shown on fixtures. 

Square Link Solid Brass Chain (square rod) 
Price, per foot or fraction of a foot, 45 cents for size 
shown on fixtures. 

Chains on Domes. 
of a foot, 

Our chains are made of solid brass in brush (satin) 
brass finish except Nos. 3448507 and 8448560, Which 
are made of steel and finished in brush (satin) briss 
and black, respectively. 


Price, 50 cents a foot or fraction 


Insulation 


Insulating joints are included with combination 
fixtures in the complete wired price but are not in- 
cluded on electric fixtures. If wanted or required on 
electric fixtures, specify when ordering and allow 
cost of same. Prices for insulating Joints are to be 
found in the back of catalog, If fiber insulators are 
wanted on ceiling or bracket canopies, state this on 
order and allow 10 cents for each 4 to 6-inch canopy 
and 2 cents for h additional inch in diameter on 
ceiling pans and canopies larger than 6 inches. The 
insurance underwriters require an insulating joint 
on all combination fixtures and on electric fixtures 
attached to a pipe. 


House Wiring 


We are ina position to furnish estimates on mate- 
rial for house wiring and solicit an opportunity to 
make quotations, Send us the blue prints or make a 
diagram of the floor plan of your house, giving the 
dimensions (size) of the rooms, heights of ceilings, 
and whether the house is under construction or 
already lathed and plastered. Also specify whether 
rigid or flexible conduit (piping) or knob and tube 
work is to be used for the wiring. Give us the total 
number of lights you will have and show on the blue 
printor diagram where the lights (ceiling lights, 
wall lights, ete.) are to go. If you want baseboard 
connections for portables, floor lamps, electric irons, 
ete., show where you want them to go, State which 
lights you wish operated by switches and whether 
push button or snap switches are preferred. Mark 
the place where the current (main wires) will enter 
the building, 

If you give us this information our experts will go 
over your plans, make suggestior id send you an 
estimate of the amount and cost of material neces- 
sary to wire your house, ready to hang the fixtures. 


Please Read Carefully These Explanations and Instructions 


Instructions for Ordering 

When ordering lighting fixtures always give: (1) 
—Catalog number. (2)—Name of article. whether 
brackets, chandeliers, showers, etc. (3)—Style—gas. 
electric or combination. (4)—Number of light 
(5)—Whether bare, complete without glassware 
or complete as shown with glassware. (6)—Pric 
(7)—If any change is desired in the fixture as shown, 
such as lengthening, shortening, change of glassware, 
burners, ete., this change must be clearly stated. 
Tt is unnecessary to send us the picture of the fixture 
youorder. Doing this gives us no information that 
is not already furnished us by the catalog number 
and the description you give. 


Method of Shipment 


Please state specifically whether you want your 
order shipped by freight or expres. y 
recommend freight shipment as the s 
portation charges in use of freight over express is¢ 
considerable. . 


We make no extra charge whatever for packing. © 


You therefore know xactly what your fixtures will 
cost you, as the prices in the catalog include every- 
thing except the transportation charges. 


Terms and How to Order 


We require cash with orders (see paragraph below 
about “How to Send Money’), or we will ship 
C. O. D. (see pi raph below on “C. O. D. Ship- 
ments”). Use our regular ure order blank if you 
have one. If not, use any piece of plain 
give us the information asked for. (See para 
above on “Instructions for Ordering.”’) Always 
write your full name (Christian name and surname) 
and address very plainly. Give your postoffice, 
county and state. If you have a local address, such 
as rural route or street and number, or postoffice box 
number, be sure to give it. If your shipping point is 
different from your postoffice be sure to mention the 
shipping point as well as the postoffice. 


How to Send Money 


The best ways to send money are by postoffice 
money order, express money order, bi 


—* 


C. O. D. Shipments 


We have practically discontinued shipping goods 
C.O. D. because nearly all our customers who formerly 
had goods shipped this way now send cash in full 


>i ai 2 ith their orders, thus saving the annoyance of going 
« 


bank or an express office to pay the balance due 
on the shipment, and a iving the cost of returning 
the money to us. Still, if for any reason a customer 
would prefer to see and examine goods before paying 
for them in full, we will make C. O. D. shipment on 
receipt of a sufficient deposit, usually about one- 
fourth of the amount of the order, We will not, 
however, accept any order to be shipped C, O, D. if 
it amounts to less than $5.00, because orders for 
amounts smaller than this are unprofitable to the 
customer, due to the charge for collection and return 
of the money. 


! 
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OUR GUARANTEE 


Each and every lighting fixture and their parts you buy 
from us is sold with the understanding and agreement that 
We guarantee 
that each and every article listed in this catalog is exactly 
If there is the slightest dissatis- 
faction because of quality, style, size or for any other reason 
whatever, we expect you to return the article to us at our 
expense and we will then exchange it for exactly what you 
want, or return your money, as you wish, including any 


WE MUST SATISFY YOU PERFECTLY. 


as described and illustrated. 


parts 


transportation charges you have paid. We also guarantee 
safe delivery of all of our fixtures and sundries and WE DO 
NOT CHARGE EXTRA for boxing or cartage. 
include delivery of the merchandise on board the freight 
or express cars in Chiengo, securely and safely boxed. 
pay the transportation charges from Chicago to your station. 
We not only guarantee safe delivery of all our lighting fixtures 
and glassware, but WE WILL 
BREAKAGE OR DAMAGE IN TRANSIT WITHOUT CHARGE. 


REGARDING THE QUALITY OF OU 


There are no better made fixtures than those listed in 
this catalog. They are manufactured by the highest grade 


Our prices workmen in America, 


You 


MAKE GOOD AN 


fixture has been slighted. They are made of genuine brass 
and all of the casings, tubings, canopies, and other features 
are constructed of extra heavy gauge (weight) metal. 
use heavier gauge brass than js customary, in order to insure 
durability. In thoroughness of construction they are abso- 
lutely perfect. All connecting joints and threads are inspected, 
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insuring accurac: 

with the urement x 

eater a all the mi ¥ 
ard. or example ise ‘New od 

“New Wrinkle’ piation (licensed) so 

our fixtures is the very best. 

you order, whether it is polished bi 


No detail in even the cheapest 


We 
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brass and black or any other finish, will be eq 
Perior, to any fixture that is made, irrespective o 
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Wrought Iron Porch Fixtures 


HOW OUR WIRED FIXTURES SAVE YOU TIME AND MONEY 


xtures’’ completely 


We ship our “wired electric and combination le 
e mean that in all 


assembled and wired. All ready to erect. 
the completely wired electric and combinati ockets are 
attached to the arms and connected with the The arms are 
fitted into the body and the arm wires connected to the body wires with 
all the connections taped and insulated according to the rules of the 
Board of Underwriters, The fixture reaches you complete in one piece, 
and all you have to do is unpack your fixture, attach it to the wall or 
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ceiling and connect the two wires at the end of the fixture stem to your 
house wires. We recommend that you have your local electrician 
your fixture as lie is an expert in this line, If for any reason yo 
able to get an electrician or do not wish to employ an electrician, you 
can without any previous experience, erect our fixtures ina very few 
minutes without special tools and without instructions. 

Our wired fixtures should appeal strongly, not only to the actual 
user but also to the electrical supply dealer and local electrician who 


| 
| 


yur wiring is done by the 
very case, and our prices 
i fixtures and still sell them 


makes @ business of selling fixtures, because 
most expert workmen insuring a perfect job in ¢ 


so low that the dealer can buy our nt =. 
cheaper than if he did the wiring himself. We were the first fixture 


dealers to attempt the innovation of shipping wired fixtures absolutely 
complete in one piece ready to erect. And the rapid growth of our 
business in this line proves that we are on the right track. 

Buy our wired fixtures and save time and money. 
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Dutch Period Electric Candle Fixvturt 
Made of genuine brass in brush (satin) brass black finish, 
bottom of fixture, 36 inches. Spread, 16 inches. Cast ce ne canopy, 
6 inches in diameter, beautifully chased in festoon design, with solid brass 
round link chain supporting an artistic taper body, 7 inches in diame’ 
and 11 inches in length. The edge of the body has a cast brass beading 
‘and the lower part is beautifully decorated with cas brass ornament, From 
the top of this body extend four curved flat reeded arms with spun brass 
candle plates, candle holders and white enameled metal candles (14 inches 
in diameter). The candlesare fitted with Edison base keyless sockets inside 
of candles and round 24-inch frosted 16-candle power electric lamp. 
Catalog No. Style Complete as Shown, Wired 


3445552 | 4 Light |__ $17.98 


Length to 


plated. 


Silver Plated Elec 


This Colonial design chande 


Length to bottom of fix 
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Colonial Electric Candle Fixture 
Made of genuine brass in brush (satin) brass finish. Length to bottom 
of fixture, 836inches. Spread, 17inches. Ceiling canopy, 5 inches in diameter, 
with stem % inch in diameter, fitted with heav t loop to which is 
attached a solid brass link chain. This chain supports a fancy spun spool 
shape body measuring 6 inches in diameter at the widest part and 10 inches 
in length, including ornament at the bottom. Five beautifully curved 
arms, % inch in diameter, extend from the center of the body, with spun 
candle plates, candle holders and white enameled metal candles (14 
in diameter). The candles are fitted with Edison base keyless 
sockets and round 24-inch frosted 16-candle pow r 
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Th 
brush 


t satin) brass and black finish. to bottom of fixture, 40 
inches. Spread, 22 inches. Spun brass step canopy, 46 inches in diameter, 
with fancy cast rosette at bottom, Cast loops and rings with short stem 
support an exquisite Adam design body measuring 7% inches in diameter 
and 19 inches in length, including cast brass tassel. From the side of the body 
extend five gracefully curved hexagonal arms with fluted candle holders 
and candle plates to match body, and white enameled metal candles (14 
inches in diameter). The candles are fitted with Edison base keyless sockets 
inside of candles and round 24-inch frosted 16-candle power electric lamps. 


b 
5 7 ‘ Y > aye 
Colonial Electric Candle F 
genuine brass in brush (satin) brass finish. Length to bot- 
. 43 inches. Spread, 17 inches. Spun brass ¢ canopy, 
5 inches in diameter, with short st Attached to this st sa solid 
brass link chain supporting a beautiful Colonial spun brass body. 
inches in diameter and 12 inches in length including bottom ornament. 
From the lower part of the body extend four gracefully curved round 
arms with spun brass candle plates and candle holders and white enam- 
eled metal candles (14 inches in diameter). The candles are fitted 
with Edison base keyless sockets inside of candles and round 2%-inch 


Made of 
tom of fixtu 


Catalog No. _|_—____ Style Complete as Shown, Wired 


Style _ | Comple 


4-Light “5 | 
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Silver Plated Electric Candle Fixture 
This most attractive Colonial fixture is made of ze nuine brass. Silver 
Length to bottom of fixture, 36 inches.  Spre S inches. Spt 


plated. e 
ceiling canopy, 5 inches in diameter, from wl! € a MASSiVe TO 
link chain supporting a round turned body, fron pottom of wh 

rtatt nd an ISinch op 


ms which st 


extend five flat tubi r 
band. Upon this band are placed fi t ted with candle plates, 
candle holders and white enameled met s (1M inches in diameter 
The candles are equipped with Edis ise keyless sockets inside 


candles and round 2%-inch frosted power electric lamps. 


Complete as Shown, Wir 
$04.75 
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Tonic Three-Light Fixture 

Length to bottom of glass bowl, 82 inches, 

16 inehes. The hanger is made of solid brass in brush (satin) brass 
and black finish. It has a spun brass ceiling canopy, 64% inches in 
diameter, decorated with cast brass ornament in leaf design, and 
bottom Knob, To the canopy are attached, on link connections, 
three \%-inch reeded brass rods with cast brass center ornaments 
and faney cast leaf hook attachments. This hanger supports a 
beautifully shaped deep 16-inch light diffusing glass bowl, made 
in white satin finish closely resembling marble and is exquisitely 
deep etched on the bottom and side ina classic Tonic leaf and scroll 


design. Wired with silk cord run through the reeded rods to three 
keyless sockets inside of bowl. 


Diameter of bowl, 


No, 34456382 Price, complete as shown. ....818.75 
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Semi-Indirect Electric Fixtures 
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Grecian Key Siv-Light Fixture 
Length to bottom of glass bowl, 20 inch 
hanger is made of genuine brass in brush 
It has a brass ceiling canopy, 6 inche . 
Grecian key border and cast Knob, Four solid brass 
support a 164-inch brass band ornamented with Grecian key border. 
From the side of the band extend four cast candle arms fitted with 
14-inch white enameled metal candles, Edison base keyless sockets 
inside candles, and round 24-inch frosted 16-candle power electric 
lamps. Inside the band is fitted a 16-inch pebbled crystallized glass 
bowl decorated around the top with an amber green Grecian key 
border. Wired with silk cord laced through the chains to two electric 
lights with keyless sockets inside of bow] and the four candles. 


Spread, 19 inch 
in) brass and blac! 


No. 8445550 Price, complete as shown,.......$16.98 


Egyptian Three-Light Fiature 


Length to bottom of glass bowl, 33 inches. Diameter of bow! 
16 inches. The hanger is made of solid brass in brush (satin) brass 
finish. It has a ceiling canopy 5%-inches in diameter beautifully 
embossed around the edge in reed and ribbon design with plain 
spun tapering center fitted with three cast hooks to which are 
attached three solid brass round link chains with cast bowl 
hooks. The 16-inch light radiating satin finish glass bowl, closely 
resembling Castilian marble, is beautifully decorated around 
the center in Egyptian scroll design and at the bottom in 
> medallion effect. Wired with silk cord laced through 
ains to three electric lights with keyless sockets inside of 


No. 3445615 Price, complete as shown.....$11.50 
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Oak Leaf Three-Light Fiature 


Length to bottom of sli ASS bow 1, 36 ine aes 


anger is made 
s It has a plain 
es in. "diameter, with 
th three cast hooks and cast 
knob. To these hooks are attached three solid brass 


tapering ¢ nter, ‘fitted v 


round link chains with cast brass bow] hooks. The 16-inch 
light radiating satin finish frosted glass bowl close! 
resembles alabaster in appearance: 
with oak leaf borde 
tom. Wired with s 
three keyless sockets inside of al 


No. 34A5614 


Price, complete as shown. ........ 


A " 0 » i 

Silver Plated Six-Light Fixture 

Length to bottom of glass bowl, 32 inches. Spread, 20 inches. The 
hanger is made of solid brass, silver plated. It has a spun ceiling 
canopy, 6 inches in diameter, terminating with a east fluted ornament 
and knob. To this canopy attached four faney link chains support- 
ing a band, 18 inches in diameter, ornamented with four cast medal- 
lions on the side. This band is fitted with a 16-inch fluted extra deep 
light diffusing satin finish glass bowl, which closely resembles Italian 
marble, in raised relief, Extending from the band are f ound cast 
candle arms with cast knob at bottom and rov fluted candle holders 
at top, which are fitted with 14-inch white e¢ sled metal candles, 
Edison base keyless sockets and round 24-inch fros ed 16-candle power 
electric lamps. The fixture wired with silk cord laced through the 
chains to two keyless sockets inside of bowl and the four candle 


44 Price, complete as shown....... $24.85 


No. 384A 


SEARS, ROEBUCK AND CcO., CHIC. 1GO, ILL. 


Pompeian Three-Light Fixture 
Length to bottom of bowl, 36 inches. Diameter of 
Made of solid brass in 


bowl, 15 inches at widest part 

brush (satin) brass and black finish. It has a round 
ceiling canopy, 7 inches in diameter, embx match 
bowl and fitted with three cast bmiss oks. To these 
hooks are attached three solid briss k chains 
with cast brass bowl hooks. The 15 I = radiating 


ne mbossed in pan- 
t sely resembles 
Wired with silk 
three keyless 


satin finish glass bowl is hands« 
eled design with fluted bor 
Pompeian marble in apr 
cord, which is laced throush t 
sockets inside of bow! 


No £A5629 


Price, complete as s 


Byzantine Four-Light Shower 


Combining the direct with the semi-indirect lighting. Length to bottom 
of slassware, 36 Inches. Spread, about 18 inches he hanger is made of solid 
brass in brush (satin) brass and black finish with ceiling canopy, 6 inches in 
diameter, embossed around the edge inclassical design and fitted with three 
hooks. To these hooks are attached three solid brass round link chains 
with combination bowl and light hooks supporting a 16-inch satin finish 
light radiating glass bowl and three drop lights. This bowl is richly 
embossed in paneled design with classic border closely resembling marble 
and is fitted with a keyless socket for one electric light inside of bowl, 
The three direct lights that hang around the edge of the bowl are on link 
chain connections and fitted with 24-inch embossed socket covers, key 
sockets and satin finish paneled glass shades to match bowl. This fixture 
is Wired with silk cord laced. through the chains. 


No. 34A5638 Price, complete as shown............89.45 


Semi-Indirect Electric Fixtures 


Colonial Three-Light Fixture 


Length to bottom of glass bowl, 386 inches. Diameter of 
bowl, 16 inches at widest part. The hanger is made of solid 
brass in brush (satin) brass finish, It has a spun brass ceiling 
canopy, 6 inches in diameter, fitted with three cast loops and 
east brass knob, To these loops are attached three solid 
brass round link chains with bow] hooks supporting a 16-inch 
light radiating satin finish frosted glass bowl. This bowl 
is perfectly plain and closely resembles pure white Italian 
marble. The fixture is wired with silk cord laced through 
the chains to three keyless sockets inside of bowl. 


No. 3445640 Price, complete as shown, $5.95 


made of solid brass and black finish with ceiling 
canopy. 6 inches in diameter, emb 2d around the edge in lotus leaf design 
and fitted with three hooks. To these hooks are attached three solid b 
round link chains with combination bowl and light hooks supportir 
16-inch light radiating satin finish glass bowl and three drop lights, ‘The 
bowl is richly embossed with oak leaf border and bottom, It closely 
resembles alaba: and is fitted with keyless sc t for one electric light 
inside of bowl, The three direct lights that hang around the edge of us 
bowl are on link chain connections and fitted with 24-inch embosset 
socket covers, key sockets and satin finish embossed glass shades to mite 1 
bowl. This fixture is wired with silk cord laced through the chains. 


No. 34A5636 Price, complete as shown........-.-. $8.75 
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SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Semi-Indirect Electric Fixtures 


2oman Four-Light Electric Shower 


arty a aay oe a) , F 
Grecian Four-Light Shower Hand Tinted Three-Light Fixture 
; Combining the direct with the semi-indirect lighting. Length to bottom of 


Pree aenine the direst with EbGee mat c Webs Ms a eth ue Partomon Length to bottom of glass bowl, 32 inc hes. Diameter of bowl 2 > : eer 
brass in brush (satin) bra ndublae erith tee ho ma avinaho o at widest part, lt inches. The hanger is made of solid brass in ssware, 36 inches. Spread, about 17 inches. The ha ade of zenuine 
diameter, beautifully embossed in conventional flower design Bett I < tl brush (satin) brass finish. It has a fancy paneled ceiling canopy, brass in brush (satin) brass and black finish. witl y, 6 inches in 
three brass hooks, To these Hooke are attached! three solid brass round link  °2p¢hes in diameter, with beaded edlee end atbhedicen ter Ttted diameter, beautifully embossed in lotus leaf desist th three brass 
ins with combined bow! and light hooks supporting a 18-inch light radiating With three cast hooks and knob. To these hooks are attnched hooks. ‘To these hooks are attached three nk chains with 
haped glass bowl and three drop lights. The bow richly embossed in three solid brass round link chains supporting a Itinch light combined bowl and light hooks supporting a 15 (erie ee 
paneled design with classic ornamental border and closely resembles I radiating marble finish glass bowl, elaborately embossed in andithree dropilights.© The bowl closely resembles Cee 
tharble in appearance. It is fitted with kevless socket inside of bowl. ‘The tulip and leaf design. The alternating lilies are hand tinted AIR Dee Te nce ets ANSON Sta eta poe SE eaebe hares 
iree direct lights that hang around the edge of the bowl are on link chain pink with green leaves, the other lilies re’ x white. The ee REN Pasi on Eee Runt nee ic by . 7 Beek nee 
connections and fitted with 24-inch socket covers in ribbed de: key sockets border is embossed and tinted in the same ar ‘This fixture exes Wes ate Haney ero nnd aie eck’ oo cr ancl cats 
ann pana paneled glass shades to match bowl, ‘This fixture is wired with is wired with silk cord laced through the chains and reylees finish and past ¥e ms he inch Se 1 t re ~ ined gith silk core 
cord laced through the chains. sockets inside of bowl for three electric lights. Taeditlivoueh fhe c haivies otmatchibow! ee 


$9.95 


. 8445637 Price, complete as shown oteverltaieieereee $10.50 No. 34A5630_ Price, complete as shown. No. 84A5635_ Price, complete as shown... .-. 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. Paze Seven 


Baroque Three-Light Fixture 


Length to bottom of bowl, 30 inches. Diameter of bowl, 15 
inches. The hanger is made of solid brass in brush (satin) brass and 
black finish, It has a ceiling canopy, 64% inches in diameter, 
decorated with cast brass ornaments in leaf design and cast knob. 
‘To the canopy are attached three solid brass round link chains with 
fancy ornamental cast hooks, supporting a 15-inch light diffusing 
satin finish glass bowl. This bowl closely resembles carved ala- 
baster and is decorated in raised relief with scroll and leaf design. 
The fixture is wired with silk cord laced through the chains to 
three keyless sockets inside of bowl. 


No. 84A5618 Price, complete as shown. ...$12.50 


Semi-Indirect Electric Fixtures 


an 
Florentine Four-Light Fixture 


Length to bottom of glass bowl, 35 inches. Diameter of bowl, 19 
inches at widest part. The hanger is made of solid brass in brush (satin) 
brass and black finish. It has a large ceiling canopy, 8 inches in diam- 
eter, embossed in shield and scroll design, fitted with four cast brass 
hooks and turned brass knob at bottom. To these hooks are attached 
four solid round link chains with fane st shield shape bowl hooks 
supporting a 19-inch light radiating sa finish Florentine urn shape 
glass bowl, exquisitely molded in fluted panel design, the bowl closely 
resembling Italian marble. The fixture is wired with silk cord laced 
through the chains to four Keyless sockets inside of bowl. 


No. 34A5634 Price, complete as shown..... $14.75 


Tonian Three-Light Fixture 


Length to bottom of glass bowl, 32 inches. Diameter of bowl, 14 
inches at widest part. The hanger is made of solid brass in brush 
satin) bras: It has a large ceiling canopy 54% inches in di- 
ameter with en sed laurel leaf. Edge and plain tapering center, 
fitted with three cast hooks and cast knob. ‘I'o these hooks are at 
tached three solid brass round link chains supporting 
radiating satin finish ¢ bowl, This bowl is richly embossed with 
reed and ribbon border a fluted design bottom. It closely 
resembles genuine marble. fixture is wired with silk cord 
laced through the chains to three keyless sockets inside of bowl. 


Page Eight 


No. 384A5639 Price, complete as shown .... $6.98 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


os eZ 


ty 7) og py he! 

Adam Three-Light Fixture 

Length to bottom of glass bowl, 83 inches. Diameter of bowl, 14 
inches. The har Which is very rich, is made of solid brass in 
rush (satin) bras has a ceiling canopy, 6 inches in 
diameter, v east border chased in ornamental design. 
and solid bri From the ring is suspended on round link 
‘hain connec S a small eylindr: body decorated with a cast 
kn At 1 to the body are ee curved flat tubing 


Supporting a 14-inch light radiating ney 
link connections with three heavy t bow! holders in le en. 
The bowl closely resembles pure white Castilian marble is 


beautifully etched in Adam festoon design. Wired with silk cord 
Tun through the arms to three keyless sockets inside of bowl. 


é No. 34A5606_ Price, complete as shown... .$24.75 
SEARS, ROEBUCK AND CO., CHICAGO, ILL, 


Semi-Indirect Electric Fixtures 


r. 9, » Hes + y Q . 

Venetian Siv- Light Shower 
>» 36 inches. Spread. 19 inches. Made of composi- 
lly non breakable), in brush (satin) brass and 
1opy, 54 inches in diameter, decorated in 
Classic leaf design with short stem fitted with four east brass hooks. To these 
hooks are attached four solid brass chains supporting ® 17-inch metallized com- 
Fitted in the frame is a 15inch satin 


Length to bottom o 
tion. heavily metal cos 
black finish. It has a metallized c 


position band in reeded and leaf d ; 
finish light diffusing bowl, closely resembling Italian marble, with raised fluted 
Phis bow] is fitted for two ele as 


ornamental bottom tric lights with k 
ets. Where the chains join the band are handsome metallized 

which extend four cast brass hooks supporting four socke 
sockets and satin finish fluted glass shades to match bowl. The fixture is wired 
with silk cord laced through the chains. 


No. 3445818 Price, complete as shown 


Adam Two-Light Fixture 


Diameter of bowl, 14 
f solid brass in 

ist brass. ceiling 
sed in leaf design 
square link chains 
y chased In classic 
- satin finish glass bow! 
ass and is exquisitely 
= of jallions with French 
vurel leaves. The fixture is 
he chains to two keyless sock 


Length to bottom of glass bowl, $0 ches 
inches. The rich and ornamental hanger ts 1 
brush (satin) brass finish. It has a bea 
canopy, 6 inches in diameter, beautifu 
To the canopy are attached three 
supporting a 15-inch cast brass rir 
design, fitted with a ltinch li 
This bowl is made of satin fin 
etched in Adam design, cons 
bowknots connected by festoons « 
wired with silk cord laced throust 
ets inside of bowl. 


No. 3445624 Price, complete as shown 
Page Nine 


Semi-Indirect Electric Fixtures With Hand Painted, Frosted and Colored Bowls 


One - Light 
With Hand Painted Bowl 


Length to bottom of glass bowl, 30 inches. Di- 
ameterof bow], 12inches. The hanger is made 
of solid brass in brush (satin) brass and black 


Semi - Indirect Fixture 


finish. It has a plain ceiling canopy, 5% 
inches in diameter, with short stem and ‘spun 
body. From this body hang three solid brass 
round link chains supporting a 12%-ineh 
heavy metal ring richly chased in holly leat 
and berry design, This band is fitted with 
4 light diffusing satin finish frosted glass 
bowl, 12 inches in diameter. The bowl is 
charmingly hand painted on the inside with 
orchids in their dainty natural colors, giving 
4 most attractive effect when the bowl is 
lighted. The fixture is wired with silk cord 
laced through the chains and keyless socket 
inside of bow] for one electric light. 


No. 345612 Complete as shown. $7.25 


One-Light Semi-Indirect. Fixture 
With Satin Finished Bowl 


. Length to bottom of glass bowl, 24 
inches. Diameter of bowl, 10. inches. 
The hanger is made of genuine brass in 
brush (satin) brass finish, It hasa fluted 
brass canopy, 444 inches in diameter, with 
bottom knob and fitted with three cast 
hooks. To these hooks are attached three 
solid brass round link chains supporting 
a deep satin finish light radiating glass 
bowl, 10 inches in diameter. The bowl 
resembles white marble and is decorated 
Withan embossed oak leaf border and large 
oak leaves on the side extending up from 
“rosette at bottom. The fixture is wired 
with silk cord laced through the chains 
and keyless socket inside of bow] for one 
electric light. 


No. S4A5642 Complete as shown.54.98 


One-Light Semi-Indirect Fixture 
With Crystal Striped Bowl 


Length to bottom of glassware, 22% 
inches. Diameter of bowl, 12 inches. 
The hanger is Je of genuine brass in 
brush (satin) brass finish, It has a round 
ceiling canopy, 5 inches in diameter and 
¥-inch round stem with spun brass cup 
ornament. From this ornament extend 
three solid brass chains which support an 
11%4-inch ring with 10-inch bottom open- 
ing for glass bowl. The fancy shaved 
pointed bottom bowl measures 12 inches 
indiameter at widest part and is made of 
frosted glass with clear crystal stripes in 
imitation of cut glass. The fixture is 
wired through the stem which extends 
into the bowl and jis fitted with keyless 
socket for one electric light. 


No. 3445250 Complete as shown.$5.75 


One - Light Semi- Indirect Fixture 
With Hand Painted Bowl 


Length to bottom of glass bowl, 24 inches. 
Diameter of bowl, 10 inches. The hanger is 
made of genuine brass in brush (satin) bra: 
finish. Spun brass ceiling canopy, 4% inc 
in diameter, fitted with three cast hooks. To 
these hooks are attached three solid brass 
round link chains supporting a deep light dif- 
fusing satin finish glass bowl, 10 inches in 
diameter. The bow] resembles white marble 
and is handsomely embossed with classic de- 
sign border and conventional rosette at bot- 
tom. Below the embossed border is a hand 
painted decoration of pink and white apple 
blossoms with their green leaves. The fixture 
is wired with silk cord laced through the 
chains and keyless socket inside of bowl for 
one electric light. 


No. 3445643 — Complete as shown. 96.25 
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for Bedrooms, Halls, Dens and Small Living Rooms 


One-Light Semi-Indirect Fixture 
With Ivory Tinted Bow 

Length to bottom of glass bow 
inches. Diameter of bowl, 12 inches. 
The hanger is made of genuine brass in 
brush (satin) brass finish. It has a spun 
brass ceiling canopy 4‘ inches in diam 
eter, fitted with three cast hooks. To 
these hooks are attached three solid brass 
round link chains supporting a 12-inch 
light radiating old ivory tinted glass bowl 
etched ina faney scroll design in white. 
The coloring of this bowl is very pleas 
ing and gives a mellow and soft amber 
tinted light that is very restful to the 
eyes. The fixture is wired with silk 
cord laced through the chains, and key 
less socket inside of bow! for one electri 
light. 


No. 3445613 Complete as shown, 99-99 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Semi-Indirect Electric Fixtures With Imitation Italian Marble Bowls 
for Bedrooms, Halls, Dens and Small Living Rooms 


One-Light Semi-Indirect Fixture 
With Hand Tinted Bowl 


_ Length to bottom of gl 
Inches, Diameter of bowl, 9 
and 11 inches at widest part 
made of genuine brass in br 
finish. It has a stamped br 
opy, 44 inches in dis 
fitted with three 
attached th solid brass round link 
chains, suppc x an ll-inch marble finish 
light radiating glass bowl. This boyvl is 
decorated in embossed tulip and leat 
design and hand tinted with alter 
Dink and white lilies with green and 
leaves, ‘The fixture is wired with silk cord 
laced through the chain, and keyless socket 
inside of bow! for one electric light. 


No sa@ Price, complete 
9. 3445633 as shown...... 


SEARS, ROEBUCK AND CO., 


One-Light Semi-Indirect Fixture 
With Deep Etched Bowl 


Length to bottom o s bowl, 24 inches. 
Diameter of bow}, 10 inches at top and 11 
inches at widest part. The hanger is made 
of genuine brass in brush (satin) brass finish. 
a spun brass ceilin 1opy, 4%4 inches 
meter, fitted with th east brass 

To these hooks are attached three 
solid brass round link chains supporting an 
neh light radiating extra deep bowl 
This artistically shaped bowl is made of 
satin finish ISS sely resembling pure 

r and is handsomely etched to 
represent carving, The fixture is wired with 
ous cord laced through the chain, and key 
s socket inside of bewl for one electric 
iene 
No. 3445628 Price, complete 


as shown 


hooks. 


One-Light Semi-Indirect Fixture 
With Laurel Wreath Bowl 


Length to bottom of glass bowl, 24 inches. 
Diameter of bowl, 10 inches at top and 11% 
inches at widest part. The banger is made 
of genuine brass in brush (satin) brass finish. 
It has a spun brass ribbed ceiling canopy, 5 
inches in diameter, with bottom knob and 
fitted with three cast hooks. To these hooks 
are attached three solid brass round link 
chains supporting the light radiating satin 
finish frosted glass bow! 11%4 inches in diam- 
eter. The bowl is handsomely decorated 
around the top with an embossed laurel 
wreath border and_a conventional stte 


design at bottom. ‘The fixture is wired with 
silk cord laced through chain, and keyless 


socket inside of bow] for one electri¢ light. 
No. 34A5641 Price. complete 


as shown. 


One-Light Semi-Indirect Fixture 
With Fancy Ribbed Bowl 


top and 
11% ine ne at widest ats The hanger is 
made of genuine brass in brush (satin) brass 
finish. It has a stamped brass ceiling ¢ 
opy. 44% inches in diameter, in fluted des 
fitted with three cast hooks and east brass 
bottom knob. ‘To these hooks are attached 
three solid brass round link chains support 
n 11-inch beautifully shaped marble 
finish This bow] is handsomely 
in fluted design with deep ribs 
and extended fluted rosette at bottom. The 
fixt yired with silk cord laced through 
thee 1 keyless socket inside of bow] 
for one electric light. 

No. 3445631 Price. complete 


as shown 


$4.98 


CHICAGO, ILL. 


ect Fixture 
Hanger 


owl, 29 Inches 
The hanger is 


Three-Light Semi-! 
With Silver P. 


Length to bottom 
Diameter of bowl. | < 
made of 
green relief finis 
5 inches in dian 
cast band fitter 
hooks are atta solid brass fancy 
link chains, w st medallion cen: 
ter ornaments cast ornamental 
attachmer iéinch light dif 
fusing sxt owl. This bowl 
marble and is hand- 


jutler silver with 
enter canopy. 


closely resem 

somely dé vised relief. The fix 
ture is silk cord laced through 
the cl keyless sockets inside of 
bow! sctric lights. 

No \5616 Price, complete = 


as shown.. 


Wicker and Semi-Indirect Electric Fixtures 


Three-Light Glass Bottom Wicker Fixture Three-Light LeadedG lass Semi-Indirect Fixture 


Length to bottom of fixture, $2 inches. Diameter of shade, 19 inches. 


* 5 Length to bottom of fixture, 30inches. Diameter of shade, 16 inches. Length to bottom of glass bowl, inches. Diameter of bowl, 18 
This attractive semi-indirect fixture is made of wicker in famed oak finish. It This artistic indirect fixture is made of wicker in fumed oak finish, inches. The hanger is made of solid brass in brush (satin) brass finish. 
has a large wieker ceiling canopy, 7 inches in diameter, to which are attached $a large ceiling canopy, 7 incl It has a round ceiling canopy, 74 inches in diameter. From _ the 
three faney reed link chains with wicker ring attachments supporting a 19- r link chains with faney ring attachments supporting a canopy hang three solid brass chains supporting an 18-inch light 
inch wicker basket. This basket is fitted with a frosted glass bow] at the bot- IW-inch wicker basket with open lattice work around center lined with diffusing bow! bowl is made of ivory colored glass cut into square 
ea pose wicker portion is lined with flowered cretonne in red rose and flowered cretonne in red and pink rose pattern. This fi 

leaf pattern. 


The light coming through the eretonne producesa very p! 


xture givesouta and rectanguls 


rs pieces which are leaded together in a classical desig! 
i ‘1 I subdued light through the cretonne that is most ple: 1 
ing effect in a living room or sun parlor. The fixture is v eamiredh 


J ing in a summer The leading is finished in gilt which with the ivory colored glass makes 
rd | \ vired with silk home or enclosed poreh. The fixture is wired h silk cord laced very handsome fixtu The fixture is wired with silk cord laced throug! 
cord laced through the reed chains to three keyless sockets inside of bow]. through the reed chains to two keyless sockets inside of bowl. 


No. 8445650 Price, complete as shown, . 


the chains to three keyless sockets. 


$9.75 Price, complete as shown........ $7.98 No. 3445259 


No. 84A5651 


“oROHAOG $14.50 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Price, complete as shown 
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Three-Light Composition Shower 
Length to bottom of glassware, 36 inches. Spread, 16 inches. This 
beautiful fixture is made of composition in Tiffany green or Roman gold 
finish. State finish desired. The bowl is 16 inches in diameter and richly 
sculptured ina very handsome leaf design with fancy ornamental ball at 
omposition material adapts itself splendidly tc design of 
ausing the relief work to stand out with a del sy of out- 
utiful. This fixture has a 6-inch canopy in 
attached three solid brass chains supporting the 
Composition bowl. From the bowl are suspended three cast husk socket 
*overs in leaf design for electric lights on link chain connections. The 
Wired fixture has silk cord laced through the chains, Key sockets and 2\%4- 
Meh shade rings. The shades are hand molded of golden iridescent glass in 
an exceeding rtistie ribbed design with fluted bottoms. 


bottom. The 


line that is both artist 
faney design, to which ¢ 


nplete With 


c . Bare, Without Complete, but 
atalog No. Style Glass Shades, Without Glass Glass Shades as 
Not Wired Shades, Wired Shown, Wired 


Sculptured Composition 


A Jf 4 A 


= ; Y aye y 
Fow-Light Composition Shower 
Length to bottom of glassware, 30 inches ad, 16 inches. This 
handsome fixture is made of composition in a dignified massive design 
richly finished in Roman gold or Tiffany green. State finish desired. 
Very attractive in appearance, strong and durable, The composition 
material of which this shower is made gives it the heavy, massive 
appearance of cast metal without the enormous weight or extreme 
high cost of an elaborate metal casting. Although light in weight the 
composition is just as strong and durable as me The beautifully 
sculptured pan, 16 inches in diameter, fits directly inst the ceiling 
and is decorated with laurel and ribbon border and fancy leaf center 
eof the pan extend four solid brass link 
chains fitted with carved composition 24-inch keyless socket covers for 
electric lights. The wired fixture has silk cord laced through the 
chains, and keyless sockets. The shades are made of frosted glass in 
tulip shape with fluted bottoms. 


Spr 


ornament, From the ec 


Bare, Without Complete but | Comp 
Catalog No. Style Glass Sha Without Glass | Glass Shades. 
Shown, Wired 


Not Wired es, Wired 


3445900 | 8-Light | $12.05 _| 3.98 $18.98 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


‘S4A5911|4-Light| $10.95 


Vy, 


melee eee 


Five-Light Com- 


Length to bottom of glass- 
inches. This elaborate fixture 
richly finished in Roman 
sculptured composition ¢ 


With 
Style 


Cat 


W 


34A5910 5-Light| $16.9 


id or Tiffany 
unopy fitted w 
arichly ornamented composition bowl 1s 
edge of the bow] extend four solid brass 

fitted with composition 24-inch keyless sock 
The wired fixture has silk cord laced thr 
ets. The shades are frosted and etched 


Shades 


position Shozwer 


s. Spread, 1s 

f composit 
sired. &inch 
which support 
ter. From the 
rom the center, 


wr electric lights. 
and k 
on design. 


less sock- 


Complete With 
Glass Shades, as 
Sho Wire 


Colonial and Adam Period 


Four-Light Colonial Period Chandelier 


Length to bottom of fixture, 33 inches. Made of 
genuine brass in brush (satin) brass finish, It has a spun brass ceiling 
canopy, 4% inches in diameter, with short stem fitted with faney loop 
connection to which is attached a solid brass link chain, This chain 
Supports a handsome spun Colonial body, measuring | inches long and 
#2 inches wide, with turned ornamental bottom, Extending from the 
body are four gracefully curved arms supporting 24-inch key socket 
covers for electric light. @ Wired fixture has silk cord laced through 
chain to key sockets. The shades are made of satin finish frosted 
“lass in Colonial design. 


Spread, 15 inches, 


‘Complete, With 
Glass Shndes 


Bare, Without 


Complete, but 
Glass Shades, 


Catalog No. Style Without Glass 


84A5566 |4-Light| $11.48 


Electric 


One and Two-Light Adam Design Brackets 


Made of genuine brass in brush (satin) brass and black finish. Extends 6 


inches from the wall, Cast brass oval wall plate, 11% inches lo ad 4 
inches wide. At the top of this wall plate is a east urn ornament anc the 
bottom a cast brass tassel. From the lower part of the wall plate extend 
eracefully curved round tubing arms fitted with 24-inch fluted socket 


covers for electric light. ‘Ihe wired brackets have key sockets, Fancy ribbed 
s. 


- rg z Bare, Without Complete, bat | Complete, With — 
Catalog No. Style Glass Shades, Without Glass Glass Shades 
__Not Wired” Shades, Wired | as Shown, Wired 
84A5079 | 1-Light | $3.50 3.89 $4.05 
84A5078 | 2-Light ACTS __ byeld | 5.79 


One and Two-Light Colonial Period Brackets 


Made of genuine brass in brush (satin) brass finist xtends 9 inches from the 
wall, Plain oval w: ‘anopy, 744 inches long and 444 inches wide, w ith convex 
From the center e inch in 

4 he wired 
Satin finish frosted glass shades in Colonial 


Complete, but | Complete, With 
Without Glass Glass Shades 
Shades, Wired 


Catalog No. Style 


Glass Shades, 
Not Wired 


[ Bare, Without 
| 


Fixtures 


Pour-Light Adam Period Chandelier 


Length to bottom of fixture, 40 inches. Spread, 17 inches. This 
exquisite Adam design fixture is made of genuine brass in brush (satin) 
brass and black finish. It has a reeded brass canopy, 5 inches in diam- 
eter, fitted with cast ring. To this ring is attached a solid brass square 
link chain supporting an exceedingly handsome Adam design body- 
measuring 8 inches in diameter and 17 inches in length to bottom of 
faney cast brass tassel. From the body extend four gracefully curved 
arms supporting 24-inch key socket covers for electric lights. The wired 
chandelier has silk cord run through the chain and arms to four key sock 
ets, Opalescent pearl white fluted pancled shades with s ulloped edge 
re m Bare, Without 


Complete, but | Cc 
- q an , des, | Without Glass | Glass Shades | 
Not Wired” | Shades, Wired |as Shown, Wired $4A5067 | 1-Light $1.90 $2.95 $9.50 Catalog No. Style | SHO GED | Rael [ciaee s Wired 
j ; ra RO ENE aac | le F 
$12.98 | $13.98 384A5068 | 2-Light 3.25 AG = Tle eoe 34A5568 | 4-Light| $14.75 18.95 


Page Fourteen 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


(satin) b 


inches in diamete’ 
English Crusade 
Just aboye the shields extend four flat square tubing arms supporting on bottoms, for electric light. 
: ss socket covers for the arm, and key sockets. 
1 chain and und closely resemble marble. 

Bare, Without 
Glass Shades, 


st brass loop connections four 2\4-inch 
etric light. The wired fixture has silk cord 
rms, and keyless sockets. Satin finish frosted bell shape 


Four-Light Tudor Shower 


Length to bottom of fixture, 37 inches. Spread, 144 inches. This 


handsome English Tudor fixture is 
finish. It has a spun ce 
» With short stem to which is attachec 
ain supporting a massive Tudor body, nd 5% ornamented with a beautiful bra 


decorated with four beautifully cl 
shields and chased cast b s tassel. 


ast ke 


1 throu 
ass shades. 


Bare, Without | Complete, but | Complete With 
Catalog No. Style Glass Shades, Without Glass Glass Shades 
Not Wired Shades, Wired | as SI 
|". 
34A5845 |4-Licht| $21.85 $23.35 | $24.75 8445195 | 2-Light 11.98 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


71. 5 7 al 

One and Two-Light Tudor Brackets 
These handsome brackets are m 
Extend 6 inches from 
and 449 inches wide, 
wall plate is decorated with cast b 
From just above the 
arms, “4 inch in diameter, supporti 
inch spun brass key socket covers. 

through arms. and key sockets. $ 
Bare, Without 


de of genuine brass in brush (satin) 
Have a heavy cast wall 
with loop at top for hangin 
ss Crusader shields and ch 
ields extend curved flat square tubing 
x on cast brass loop connections 2%4- 
The wired brackets have silk cord run 
Satin finish frosted bell shape glass shades. 
Complete With 


brass finish. 
10% inches lor 


brass tassel. 


Catalog No. 


| Style | 
~ as Shown, Wired 


<< 


D nn ) a 


: = = > 
One and Two-Light Tudor Brackets 
These beautiful brackets are made of genuine brass in a rich brush 
Extend 6 inches from the wall 


- . 
Four-Light 
Length to bottom of fixture. 
Sive and very beautiful English Tudor fixture 1s mac 
rich brush (satin) brass finish ‘ 
in diameter, decorated with 
Four solid brass square link chains support 
richly decorated with four heavy 

s bead chain festoons with tassels 
The four arms supr 
st bottoms, for electric liz 
laced through the chains and 
finish glass shades are quite massive 


K ast brass oval 
with cast rope desis 

The convex center of the plate is 
shield from below which extend ¢: 
sed cast brass fully curved cast arms, handsomely chased in leaf design, supportin 
From the body ring connections 24-inch key socket covers with heavy cast ornamental 
The wired brackets have silk cord run through 
The shades are made of white satin finish glass 


s in brush (satin) brass finish. 


A y, 442 inches in diam- Wall plate, 9% inches long and 4% inches wide Tt has a massiv 


border and loop at top for hang 1 beautiful chased cas ent and knob. 


Catalog No. | Style | 


Shown, Wired 384A5194 | 1-Light 


Shades, Wired 


84A5847 |4-Light) & 


Tudor Shower 


nches. This mas- 


uine brass in a 


Spread, 14 


rl s «xiy 10 Inches 

eld medallic 
tom orname 
y socket covers wi 
fixture has silk cord 
The white satin 


win 
out Glass Glass Sba 
Shades. Wired as Shown. Wire 
$28.15 $29.95 
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fi 1 . yileys ys : 
One-Light Electric Ceiling Fiature 
Length to bottom of glassware, l4inches., The ceiling band m 
sin diame made of genuine brass in brush (satin) b 
, handsome! in Roman s nea 
pended thirty-thr ich genuine sta 
alstyleprisms. Fitted with k ss sockets for one electric light. 


No. 84A7082 Price, complete as shown..... $11.98 


Two-Light Crystal Bowl Fixture 


Length to bottom of glassware, 30 inches. The hanger is made 
of genuine brass in polished nickel finish with round ceiling canopy, 
4 inches in diameter, and cast ball fitted with three hooks, ‘To these 
hooks are attached three nickel plated solid brass round link chains 
supporting a erystal bowl, 12 inehe: diameter and 7 inches deep. 

the bowl is composed of 1,800 glittering hand cut crystal beads and 
Six pendant drops with crystal cut beads festooned around edge. 


ge wien ball at bottom. Wired with white silk cord laced 
B Braue the chains to two keyless sockets for electric light inside 


No. 34A6052 Price, complete as shown....$18.75 


Fixtures 


Cut Prism Electric 


ase 
ee 
ey 


Styles: 


» 
b 


pecs 


% 


2 


oat 


sa 
oe 


>) 
‘ 


Three-Light Ci ry stal Chandelier 


Length to bottom of glass ball, 88 inches. This brilliant erystal fixture is com- 
posed of 588 glittering genuine cut il glass jewels. It has round ceiling 
eanopy made of brass, nickel plated, 4% inches in diameter with short stem fitted 
With embossed metal ring decorated with nineteen 44-inch eut crystal prisms. 
To the ring are attached twelve strands of cut crystal jewels (216 pieces) which 
extend to the edge of a crystal bowl, 12 inches in diameter and 8 inches deep. The 
bowl is composed of 192 crystal jewels with border of twelve cut erystal arrow- 
heads, At the bottom is a 3-inch metal ring from which are suspended twelve cut 
crystal prisms, 44% inches long, and 2-inch cut crystal ball, Fitted for three 
electric lights with keyless sockets. All metal parts are brass, nickel plated. 

No. 34A6058 Price, complete as shown................ $33.98 
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hree-Light Ceiling Fixture 
Three-Light Ceiling Fiat 


pan, 16 inches in 


Length to bottom of glassware, 11 inches. Ceiling 
diameter, with 12-inch holder fo assware made of yuine brass in 
brush (satin) finish. Wired for three electric lights with keyless sockets, 
Beautiful 12-inch cut crystal beaded bowl] containing 1,650 prismatic 
hand cut jewel beads, with cut crystal prismatic ball at bottom, 


No. 34A7029 Price, complete as shown........915.00 


WW 
. * ’ = Ser 7° 
Five-Light Crystal Ceiling Fixture 
Length to bottom of gla yare, 18 inches. Made of genuine brass 10) 
burnished Roman gold finish, with round ceili opy fitted with 
cast applied ornament and cast inverted cup in ign. From this 
cup extend four cast leaf arms supporting a heavy cast openwork band, * 
inches in diameter, decorated with Cupid heads. This band is fitted 
with a crystal bowl composed of ninety-six cut crystal jewel beads and 
drops. From the end of the arms extend four cut crystal socket cove rs 
and cut prism shades (fourteen prisms in each) for electric lights. Wire 
with white silk cord; four keyless sockets. A fifth Keyless socket 1s sts 
pended inside the erystal bowl. aS 
No. 84A6054 Price, complete as shown ~ $29.75 


SEARS, ROEBUCK AND CO., CHICAGO, ILL.- 


Three-Light Cut 
Fiature 


scroll design. 
composed of fifty- 
s Colon 


ely. Fitted 


No. 


Five- Light Crystal } 


Length to bottom of 


s. Beautiful resplendent crystal 

Composed of 2,000 separate pieces of glittering prismatic glass. (Thirty three st 
composed of ! 37 crystal jewel beads, are suspended from m 
Yop frame, 171 inches in diameter, is fitted with 152 crystal penc ‘il prisms and © 
el beads, seventy-two erystal balls and eight crystal ball drop 
les; third frame. 84 inches, and fourth frame, 6 inches in d 

re fitted with 490 crystal pencil prisms and jewel beads. W ired comple 
White silk cord to five nickel plated keyless sockets for electric lights inside of chande 
lier, All metal parts are made of genuine brass, nickel plated. 


__No. 3446050 Price, complete as shown 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


ep with 


Prism Ceiling 


gth to bottom of glassware, 
band, 12 inches in diameter, is made 
enuine brass in brush (satin) brass and 
black finish, handsomely embossed in Roman 
The band supports two tiers 
even Ginch genuine cut 
1 triangular prisms. 
ure 10'4 inches and 8 inches, respec- 
with 
ts for electric light. 


34A7030 — 
, complete as shown 513.98 


Prismatic Electric Fixtures 


14 inches. 


sockets, 
The 


inches, 10 


diameter, 


three keyless 


No. 


§ Hall 
a Pendant 


The 


One- 
Light QO ° 


36 inches, 


I eth to bottom of glassware, 
h is made of genuine brass in brush (satin) 
b inish, with round 4!4-inch canopy and %4- 


inch stem. Solid brass link chain fitted with 
34-inch key socket cover. Beautiful ruby color 
jewel bead and crystal stick prism shade with 
four corner strands of crystal beads and drops. 
Wired with silk cord laced through chain to key 
socket. 

No. 84A5288 Complete as shown..56.98 


Three-Light Cut Prism Ceiling 


Length to bottom of glassware, 
Solid cast brass nickel plated ceiling t 
inches in diameter, 
laurel wreath design. 
three electric lights with cluster und keyless 
Four tiers composed of 157 34 
cut crystal glass prisms. 

inches, 6! inches and 3 inches in 
respectively. 
ball pendant at bottom. 


34A7031 


Fixture 

15 inches. 
nus He 

handsomely chased 

Wired and fitted for 


inch 


The tiers measure 15 


Cut 2ineh erystal 


. . ate ) >) 5 >- 
Five-Light Crystal and Ruby Prism ( handelier 
delier, composed 
ands, composed of 
ame. Top frame, 17 
dant drops and 524 
rat bottom. Middle 
fitted with S80 crysta 
rops. Wired with white 
for electric lights inside of 


ss, 42 inches. Massive brilli ant ¢ rys 
ttering prismatic glass. Thirty 

re suspended from metal half ba 

1 with 176 crystal prisms, eight 

“ads, arranged in pointed design at top a 
inc he s. and lower trame, 844 inches in dia 
stal pointed prisms and sixteen 


Length to bottom of 


ameter, 


Silk cord) throu ain to five nickel plated keyles K 
chandelier. ul parts are made of genuine kel plated. 
No. 34A6051 Price, complete as shown........-..- wees. 999.8 
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Four-Light Chain Shower 


Length to bottom of glassware, 40 inches. Diameter of pan, 1644 inches. 
Made of genuine brass in brush (satin) brass and black finish. It has a 
ceiling canopy, 6 inches in diameter, and short stem fitted with heav y cast 
ornamental loop and massive solid brass link chain which supports a round 
16\-inch pan with fancy corrugated border. The bottom of the pan is 
decorated with heavy cast brass ornamental tapering straps from which are 
suspended four 34-inch key socket covers in embossed reed and ribbon 

esign on link chain connections for electric lights. Dainty prismatic 
shades, measuring 4 inches in diameter and 7 inches in height, composed 
of green jewel beads and erystal reeded pencil prisms. The fixture is wired 
with silk cord laced through the chain to key sockets. 


No. B4A5794 Price, complete as shown .......... $16.85 


Four-Light Chain Shower 


Length to bottom of glassware, 36 inches. Diameter of pan, 16% 
inches, Made of cast and spun m brush (satin) brass and black 
finish with ceiling eanop: nehes in diameter, and round stem 4 
inch in diameter. The 1634 hh round pan is made of cast metal with 
spun br center, From the outer edge of the cast pan extend four 
34-inch plain key socket covers on solid brass link chain connections 
for electric lights, fitted with beautiful prismatic shades measuring 
4 inches in diameter and 5 inches in height d composed of amber 
jewel beads and crystal reeded pencil pristo The fixture is wired 
with silk cord laced through the chains to key sockets, 
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5764 Price. complete as shown ........ $9.69 


— 
LEELA SA DEH 


Fow-Light Chain Shower 


Length to bottom of 
Made of genuine brass i 


jassware, 36 inches. 


Diameter of pan, 18 inclics 
n Flemish (brush brass shaded with black) finish 
in diameter, with fancy corrugated border. Four 

ass round link chains support the 18-inch beautifully embossed pa 
on the bottom of which are four tapering ribs, applied cast flower ornaments 
and solid brass fancy knob, From the edge of the pan end four 34-inch 
reed and ribbon key socket covers on solid brass link chain connections for 
electric lights, fitted with dainty prismatic shades measuring 4 inches iD 
diameter and 7 inches in height, and composed of green jewel beads and 
erystal reeded pencil prisms. The fixture is wired with silk cord laced 
through the chains to key sockets. 


No. 34A5791 Price, complete as shown..........$ 


Price, complete as shown 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Colonial Prism Electric Shower Fixtures 


UC with 


Ce 


| 


fal 


| 


Four-Light Spindle Shower Four-Light Chain Show 
hes 


yy, - Y Y 
Four-Light Chain Shower 

Length to bottom of glassware, 35 inches. Diameter of pan, 17 inches. Length to bottom of glassware, 25 inches, Diameter of pan, 15 inches, ength to bottom of glassware, 34 inc pan, 18 inches. 
Made of genuine brass in brush (satin) brass finish. It has a round ceiling Made of genuine brass in brush (satin) brass finish. The large spun Made of genuine lemish (bru 1 black) finish 
canopy, 5% inches in diameter, with turned brass knob at bottom, From brass ceiling pan has a large round spool center ornament, and from the with faney corr ed ceil canopy er, S nz a 
ge of this canopy extend four solid brass round link chains supporting outer edge of the bottom of the pan hang four fancy brass spindles on small ball body fitted with four hooks. I ks hang four solid 
From the edge of this panon loop connections supporting four 3%-inch plain key socket covers for brass link chains supporting an Is-inch s al embossed pan 
Solid brass link connections hang four 34-inch plain key socket coyers for electric lights, each fitted with ten 64nch genuine cut erystal Colonial decorated in leaf design. From the « xtend four 34-inch 
ch fitted with ten 6-inch genuine cut crystal Colonial style triangular prisms. The fixture is wired with silk cord run through plain key socket covers for electric | sin connections, each 
fitted with ten 6-inch genuine cut erys yle prisms. The fixture 


key sockets, 


electric lights, ea 
Style triangular prisms 
the chains to key s 


the spindles to key sockets, 
is wired with silk cord laced through t 


No. 3445796 Price, complete as shown...... S11. Price, com s shoWnenwade week >14. 
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No. 34A5797 Price, complete as shown.........- $10.95 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


. . ‘ “i 
Five-Light Chain Shower 

Length to bottom of glassware, 36 inches. Diameter of pan, 18 inches, 
Made of genuine brass in brush (satin) brass and black finish with paneled 
ceiling canopy, 6 inches in diameter, in ribbed and beaded design with cast 
brass knob at bottom. From the sides of the canopy extend four solid brass 
chains supporting an 18-inch pan with beaded design around the edge and 
beautifully embossed in the center in fluted design. From the outer edge 


of the pan extend four 24-inch ribbed key socket cov 


ers on link chain 


connections for electric lights, and a fifth light in the center. The wired 
fixture has silk cord laced through the chains to key sockets. Satin finish 


fancy fluted shades in classic design. 


Bare, Without 
Style Gi Ades, 


Catalog No, lass S 
Not Wired 


SS 


Five solid b 
diameter, be: 
forms 
des 
soc! 


va 


Yn 


»- Lig 


and key 


rie lights 
sockets. 


Complete With | 
Glass Shades as 
Shown, Wired 


Complete, 
Without Glass 
Shades, Wired 


ht Etruscan Gold Fixture 


Length to bottom of glassware, 36 inches. 
massive fixture is made of genuine b 
faney cast brass ceiling canopy; 6 inches in diameter, in leaf design. 

link chains support a massivi 
itifully chased inoak leaf d 


Spread, 19 inches. 
ss in Etrusean gold finish. 
ve cast frame, 14 inches in 
ign. The bottom of the frame 
holder fora 10-inch satin finish glass bow] embossed in oak leaf 
nh closely resembling marble, fitted for one electric 


ght with keyless 
From the extendec 


arms of the frame are suspended link and rod 
connections fitted with 24-inch key socket covers with solid b 
in leaf design for five ele 
through the eh: 


ss husks 


Showers 


Five-Light Rod Shower 


This Length to bottom of center light, 36 inches. Diameter of pan. If 
a inches. Made of genuine brass in brush (satin) brass and black finis!! 


with round ceiling canopy, 54% inches in diameter, embossed in fancy 
chain design. From the sides of the canopy extend four solid brass 
reeded rods, “4 inch in diameter, supporting a 16-inch body pan richly 
embossed in chain design. From the outer edge of the pan are sus 
pended four 24-inch embossed socket covers on link chain connections 
for electric lamps, and a fifth light extends from the center of the pan 
The wired fixture has silk cord run through the rods and chains to key 
sockets. The shades are made of white satin finish glass, paneled and 
beaded design, of heavy ‘losely resembling ble. 


Catalog 
No. 


Style 


Bare, Without 
Glass Shades, 
Not Wired 


Complete but 
Without Glass 
Shades, Wired 


Complete With 


| out | Complete, but ‘omplete With 
Catalog No. Style Glass Shades, | Without Glass | Glass Shades as 
Not Wired | Shades, Wired | Shown, Wired 


(3445820 |5-Light; $10.40 


$12.00 $13.75 


$4A5805 |6-Light| 


932.25 


$34.50 


3445801 |5-Light| $10.00 | $11.75 $13.98 
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° 7 1 1 
Five-Light Etruscan Gold Shower 
Length to bottom of glassware, 42 inches. Spread, 19 inches This 
very handsome fixture is made of genuine brass in rich Etruscan gold finish 


with cast brass chased ceiling canopy, 6% inches in diameter. To this 
a a beautiful 


‘AS From these curved 
are suspended four 2%-inch embossed key so covers on cast loop 
nections for trie lights and from the center a fifth light on a 
chain, The wired fixture has silk cord run through the chainand arms 
atin finish frosted glass shades closely resembling marble, 
b ical_festoon. wreath and torch design. 
~ Bare, Without | Complete, bul 
Catalog No. Glass Shades, Without Glass | 

Not Wired _ Shades, Wired as Shown, Wired 


84A5808 | 5-Light| 50 $27.60 $31.25 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Complete, With 
Glass Shades 


f 
\ t | 


me py) 
Five-Light Ornamental Shower 


Length to bottom of center glassware, 36 inc hes. Spread. 19 inch 
genuine brass in brush (satin) brass and black finish. Ith ; 
nopy. 6 inches in diameter, with cast border in leaf and 
From this loop 


ceiling. ¢é 
medallion design, fitted w ith ornamental cast loop. 
extends a solid brass chain supportin. 13-inch round n with cast 
aaeeental embossed border in leaf and medallion design, deep pear 
shaped center and fancy brass loop at bottom, From the side of the 
pan extend four solid brass beautifully chased arms in ornamental 
design supporting four 2%4-inch F t covers on fancy link chain 
connections for electric light. ht extends from the center 
The wired fixture has silk cord |; 1 through the chains and arms to 
key sockets. Frosted fancy shades in leaf design with scalloped edge. 
| Bare, Without | Complete. but | Complete. With 
Glass Shades, | Without Glass | Glass Shades 
Not Wired Shades. Wired | 


$15.60 $17. 


Catalog No. 
as Shown. Wired 


$19.65 


34A5812 


jj sccooedee 4 
Ni pi (9900 OOGEI 


| 


| 
Ail 


HII |] | 

ELI | | 

ee o>)» 2 0 ACEOOO® mm EKe eee ceo 
| 


POTNYANAGA AMM TOU 
Four-Light Prismatic Chandelier 


ad, 18 inches. 


] 


HN 


H} 


$7 inches. 


Length to bottom of glassware 1 
exceptionally handsome fixture is made of gen 
gold finish. It has a cast brass ch ised ceilin 
eter, and an Empire design stem composed of To 
round body 9 inches in diameter, decor ated 
and cast brass ornamental bottom in French t 


cast tassel. From the edge of the body ex socket covers wit! 
chased cast brass arms supporting four Mi ss $0 SSL pe Aain 
cast metal crowns for electric lights. 1 ate nes tie chase 


through the stem and arms to key less se 
measuring 4 inches in diameter at a7 ir 
jewel beads and crystal reeded pencil 


composed of amber 


tb but) Complete, With 
Bare, With  bubigl —s 
Catalog No. Style Prisms " Prisms, Exess bow 
z: Not Wir vir v 
34A58 i : 7 $3 $86.85 
34A5811 | 4-Light 30. : S36. 
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Electric Showers 


1" A ys 
Five-Light Chain Shower 
_ Length to bottom of outer glassware, 29 inches, Diameter of pan, 16 
inches. Made of genuine brass in brush (satin) brass and black finish. 
The 16-inch pan is beautifully embossed around the edge with two rows of 
beading and has a round tapering center in fluted design. From the outer 
edge of this pan extend four solid brass round link chains fitted with 
24-inch fluted socket covers for electric lights and a fifth chain supports 
the center light which hangs 7 inches above the outer lights. The wired 
fixture has silk cord laced through the chains to the ke sockets, ‘The glass 
shade is exceedingly pretty and dainty, being made of frosted glass in 


hexagon shape and attractively hand painted with garland of blue forget- 
me-nots tied with ribbon bow. 


Catalog No. Bare, Without Complete, but Complete With 


u Complete, 
Style Glass Shades, Without Glass, Glass Shades as N Style 7 Shades, Withe s 
| __ "Not Wired Shades, Wired | Shown, Wired SO ede Not Wired” | shades wited 
8445789 | 5-light $8.20 $10.00 | $12.75 _84A5813 | delight, $5.25 | $6.40 


ties 


Pow-Light Bowl Shower 


Length to bottom of 
Made of genuin 


tin) brass finish. 


4 Linch spun brass pan. ‘The center of this pan for 
for an S-inch bowl which is 
From the edge extend th 


34inches. Diameter of pan, 14 inches. 
i Ith 


plain spun 
s hooks. To 


are attached three solid brass round link chains supporting 


With Hand Painted Glassware 


= ° yeas 7 
ve-Light Chain Shower 
Length to bottom of lowest glassware, 29 inches. 
inches. Made of genuine brass in brush (satin) br 
The 18-inch pan and center ornz s 
From the outer edge of the ing pan | 
and one from the cent fitted with 2 


Diameter of pan, [5 
and black finish 


4-inch embossed §$ 


socket covers for elect lights. The wired fixture has silk cord la 
through the chains to sockets. The four outside lights have frosted 


glass shades measuring 5 inches in height and decorated with a hand 
painted scenic border around the bottom. ‘The center shade is larger 
measuring 6 inches in height, hand painted to match outside shades. These 
shades are particularly handsome when lighted. 


Bare, Without 


Complete With 
ss Shades as 
hown, Wired 


Complete, but 
Without Glass 
Not Wired Shades, Wired Sh 


Bare, Without 


Complete With 
Glass Shades, Gi 


ades as 


‘a No. Styl 
Catalog No. | tyle Wired 


| $8.45 
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_84A5726 | 5-light| $6.95 | $8.58 | $12.48 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


fe Ale ih he su ee NE NI SM ae at hy 


Light Rod Electric Shower Five-Light Chain Shower 


Length to bottom of glassware, 36 inches. Diameter of pan. 18 inches 


Five-Light Chain Shower i 


ick finish. It has a 


_ Length to bottom of glassware, 40 inches. Diameter of pan, 18 Length to bottom of glassware, 36 inches. Diameter of pan, 16 inches 

inches, Made of genuine brass in brush (satin) brass and black finish Made of genuine brass in brush (satin) brass and black finish, Faney ceiling Made of genuine brass in brush (satin) brass ar 

With round embossed ceiling canopy, 6 inches in diameter, and short canopy, 5 inches in diameter, fitted with cast ring supporting a spun brass round ceiling canopy, 6 ipehes in diameter. embossed in laurel wreath de 
stem. From this stem is suspended a small cast brass boc om link body, 7 inches in diameter, beautifully embossed in leat design, forming in sign with short stem and cast body. From this body extend four solid brass 
connections, fitted with four prongs. To these prongs are attached four the center a 24-inch hold r one electric light. From the edge of this link chains which supporta large handsome Iinch pan beautifully em- 
solid brass round link chains supporting the 18-inch ¢ mental pan body extend four brass rods, 6 inch in diameter, supporting a 16-inch pan bossed around the edge in laurel wreath design, and has embossed taper 
richly embossed in leaf and floral design. From the ed of the pan richly embossed in leaf design with spun center and cast brass knob at bot ribs extending from the border to fancy spun orna tat bottom. From 
extend four 24-inch embossed leaf design socket covers for electric tom. From the sides of the n extend four cast brass arms with 24-inch the outer edge of the panextend four 24-inch laure! wrea socket covers 
lights on solid brass loop connec ida fifth light hangs from the socket covers embossed to match pan, on solid brass loop connections, for for electric lights on solid brass link chain s anda fifth light 
center of the pan. The wired fixture has silk cord laced through the electric lights. ‘The wired fixture has silk cord run through the rods to key extends from the center. The wired fixture has s rd laced through the 
chains to key sockets. The beautiful shade e made of opalescent pearl sockets. The fancy shape frosted paneled glass shades with scalloped edge chains to key sockets. The fancy shades golden brown color. 

the shape closely resembling silk in shirred eff = 


White glass in fluted paneled design with sca loped edge. are decorated with pansies in rich brown tint 


With- Complete With 


Bare, Without 


Bare, Without |Complete but With-| te With Bare, Without {Complete but With-| Complete With — 
Catalog No. Style Glass Shades. | out Glass Shades. ss Shades as Catalog No. Style Glass Shades. out Glass Shades. | Glass Shades as Catalog No. Style Glass Shades 
Not Wired Wired | 3 . Wired Not Wired Wi Shown, Wired Not Wired 
3445798 |5-light, $10.35 $12.10 | 5.25 3445783 |5-light $12.25 $14.00 | $16.50 3445799 |5-light $8.95 : 
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Five-Light 


Chain Shower 


_ Length to bottom of center glassware, 43 incl Diameter of pan, 1614 
inches, Made of genuine brass in brush (satin) brass and black finish with 
5-inch c = canopy and massive solid brass link chain supporting a 10%- 
inch concave pan, with chased brass applique ornaments finished in Flemish 
tones, From the edge of the pan are suspended four 24-inch key socket 
covers decorated with a cast brass crown on link chain connections for elec- 
tric lights. From the center issuspended a fifth light. The wired fixture has 
silk cord laced through the chains to key sockets. Straw color frosted melon 


shape glass shades tinted a rich green at top (four standard size and one 
large size). 


: Bare, Without Complete, but With. Complete With” 
Catolog No. Style Glass Shades, out Glass Shades, | Glass Shades as 
he Not Wired Wired Shown, Wired 
34A5524) 5-Light $13.25 $15.45 | $18.25 
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Electric Chain Fixtures 


Fow-Light Chain Electric Chandelier 


Length to bottom of glassware, 88 inches, Spread, 18 inches. Made of 
genuine brass in brush (satin) brass and black finish. It has a plain ng 
canopy. 4 nches in diameter, with short stem fitted with cast ornamental 
loop. To this loop is attached a solid brass link chain supporting a spun 
body measuring 10 inches in diameter and & inches in length, decorated with 
east brass fluted ornament and knob at bottom. From the side of the body 
extend four ornamental cast arms supporting four2?4-inch key socket covers 
on fancy link connections for electric lights. The fixture is wired with silk 
cord run through the chain and arms to key sockets. Cylindrical frosted 
flass shades beautifully etched in lily design. 


7 < 7 
Four-Light Bowl Shower 

Length to bottom of glassware, 40 inches. Spread,12inches. Made 
of genuine brass in brush (satin) brass and black finish with 5-inch ceil- 
ing canopy and three solid brass link chains supporting the 10-inch 
brass ring. This ring forms a holder for a 10-inch glass bow] which is 
fitted for one electric light. From the fancy cast ornaments on the 
edge hang three chains which extend below the bow] for three electric 
lights. The wired fixture has silk cord laced through the chains to key 
sockets, and 24-inch shade holders. Deep bell shape glass shades. 


Bare, Without [Complete, but With) Complete With 
Glass Shades, out Glass Shades, | Glass Shades as 
Not Wired Wired Shown, Wired 


2.35 | $13.80 | $16.00 


| 
Catalog No. Style 


34A5562! 4-Light! $12.35 


Bare, Without |Complete, but With| Complete With 


Catalog No. Style Glass out Glass Shades, | Glass Shades as 
Wired Shown, Wired 
$7.40 $8.95 


ND CO., CHICAGO, ILL. 


Four-Light Chain Chandelier 


Length to bottom of fixture, 36 inches. ead, 19 inches. Made of 
genuine brass in brush (satin) brass and black finish. Spun brass ceiling 
canopy, 6 inches in diameter, with short stem and ring. From this ring 
extends a solid brass round link chain supporting by means of a fancy 
east ornamental loop the massive round spun body, which measures 10 
inches wide and 14 inches long to cast brass ornamental knob at bottom. 
From the side of this fixture extend four cast brass arms fitted with 24%4- 
inch spun socket coyers on link chain connections for electric lights. The 
Wired fixture has silk cord run through the chain and arms to key 
sockets, Frosted ornamental shades in leaf design with scalloped edge 


x Bare, Without | Complete. but | Complete With 
Catalog No. Style Glass Shades, | Without Glass , Glass Shades 
| “Not Wired Shades, Wired |as Shown, Wired 


84A5567 | 4-light ‘| $12.75 _| 814.08 | $16.00 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


. * “ 
Four-Light Chain Shower 

Length to bottom of glassware, 34 inches. Spread, 19 inches. Made of genuine 
brass in brush (satin) brass and black finish with round ceiling canopy, 5 inches in 
diameter, embossed in fluted desizn with cast brass bottom knob. From the sides 
of the canopy extend four solid brass fancy link chains supporting the 13-inch pan 
which has a fluted center and bottom knob to match canopy. From the e 
the pan extend four solid brass arms chased in ornamental design, supportir 
inch fluted socket covers on link chain connections for electric lights. The wired 
fixture has silk cord laced through the chains to key sockets. Frosted glass shades 
embossed with Grecian key design border. 


Bare, Without Complete, but Complete With 
Catalog No. Style Glass Shades, Without Glass Glass Shades 
| Not Wired Shades, Wired | as Shown, Wired 
: e A . F : | > 4 Bye i 
84A5809 4-light $13.25 $14.55 | $15. 


bie| | 
MER 8 
Four-Light Cha 


h to bottom ¢ ussware 
enuine brass in Etruse 
10py, 5 inches in diamete 


is attac 
spun body 6 inches in diameter and 
by an ornamental cap. From the 


chased cast arms supporting four 2% 


covers on link chain connections 
fixture has silk cord laced throug 
Fancy satin finish frosted glass shac 


Catalog No. | Style 


34A5561 | tlight) 59 7 


ied a solid brass round link chain supr 


“4 


in Chandelier 


ssinches. Spread, 1244 


£ inches 

rold finish. It hasan embossed 
with short stem. To the stem 
nga handsome 
Qinches in ler 1, surmounted 
xt r beautifully 
sed Key socket 

shts. The wired 

s to key sockets. 

sed in ribbed design. 


te. but [Complete With 
ut Glass (Glass Shades as 
ies, Wired Shown, Wire 


$11.50 
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* ° Y ¥ 
Five-Light Etched Grape Shower 
Length to bottom of glassware, 254% inches. Diameter of ceiling 
pan, 18 inches. Made of genuine brass in brush (ss ) brass finish, 
The massive ceiling pan, 18 inches in diameter, is fitted for one electric 
light and forms a 10-inch holder for glass bowl which measures 12 inches 
over all. From the outer edge of the pan extend four 24-ineh plain 
Key socket covers on solid brass link chains for electric lights. The 
Wired fixtures have silk cord laced through the cl Ss. & porcelain 
keyless socket in pan and key sockets on the chains. The glassware 
consists of a frosted 10x12-ineh Colonial glass bow! etched in grape and 
Vine design and 5S-inch open bottom glass balls etehed to match bowl. 


_ | Bare, Without | Complete. but | Complete With 

Catalog No, Style s Without Glass Glass Shades 
“Not Wired” | Shades, Wired | as Shown, Wired 

3445735 |5-Light) $6 $7.75 $10.87 


Page Twent y-Sia 


. . eit) ¥ Hees 
Five-Light Crystal Stripe Shower 
Length to bottom of glassware, 30 inches. Diameter of pan, 16 inches. M 
ass finish, It has a round ceiling canopy, 5‘ 
s knob at bottom. From the edge of the 


e S¢ supporting the 16-inch pan fitted for one 
eleetric light and forms an 8-inch holder fora bowl which measures 10 inches 


overall. From the outer edge of the ceiling pan extend four 24-inch plain k 
socket covers on solid brass link chains for electric lights. The wired fixture has 
silk cord laced through the chains, a porcelain key ocket in the pan and key 
socketson thechains. The glassware consists of a frosted 8x12-inch glass 
howl with erystal ribs, and reflecting frosted glass shades with crystal ribs. 


ade 


canopy extend four 


Bare, Without 


Massive Electric Bow! Showers 


Five-Light Painted Grape Shower 
Length to bottom of 
18 inches. Made of gen 


sware, » inches. Diameter of ceiling pan. 

brass brush (satin) brass finish. Thi 
massive ceiling pan, 18 inches in diameter, is fitted for one electric 
light and forms a 10-inch holder for a glass bowl which measures 12 
inches oyer all. From the outer edge of the pan extend four 24-inch 
plain key socket covers on brass chains for stric lights. The wired 
fixture has < cord laced through the chains, a porcelain keyless 
socket in pan and key sockets on the chains. The glassware consists of & 
fancy crystal ribbed 10x12-inch glass bowl and hand painted glass 
shades on the inside in grape and leaf design to match the bowl. 


Complete, With 
Catalog No. Style Glass Shades 
as Shown, Wired 


$13.60 


Glass Shades, 
Not Wired 


$7.98 


Without Glass 
Shades, Wired 


~ Complete, but | 
384A 5737 | 5-Light 


$9.85 | 


‘Complete, but Complete With 
lass Glass Shades 
red | as Shown, Wired 


‘Bare, Without | 
Glass Shades, 
Not Wired 


3445736 |5-Light|  $ 


Catalog No. | Style 


36.25 | $7.75 | $11.95 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


: - Sa =) 


7 6 : *) 
Siv-Light Hand Painted Shower 
Length to bottom of glassware, 36 inches. Spread, inches. Made of 
genuine brass in E sean gold finish. It has a ceiling canopy, 5% inches 
in diameter, beautifully embossed with t body fitted with four hooks. 
Four solid brass chains support a 16-inch band with corrugated edge at top 
and bottom, fitted for two electric lights and forming a 10-inch holder for 
‘4 12inch glass bowl. From the edge of this band extend four 24-inch fianey 
Socket co on solid brass link connections for electric lights. The wired 
fixture has silk cord laced through the chains, two keyless sockets inside 
of bowl and four key sockets on side lights. Embossed satin finish 10x12 
inch glass bowl and four shades, hand painted with festoons of pink tea 
Tose nd green leay 
ee 2 ~) Bare, Without 
Catalog No. Style Glass Shades, 


= 


Complete With 


Without Glass Glass Shades 
Shades, Wired as Shown, Wired 


Complete, but 


Artistic Electric Sree 


») 
I 


YF i ’ > 9 
Siv-Light Sheffield Shower 
Length to bottom of glassware, 34 inches. Spread, 20 inches. Made 
of genuine brass in brush (satin) brass and black finish, Round fluted 
5 inches in diameter, with cast hooks and four solid 
brass fancy link chains, sup} ting a 13-inch spun pan. This pan forms 
an Sineh holder for a 12-1nc lass bowl and is fitted for two electric 
lights. From the pan extend four beautifully chased ornamental arms 
supporting 2M-ineh paneled socket covers on link ¢ hain connections for 
electric lights. The wired ture has silk cord laced through the 
chains, two keyless sockets inside the pan and four key sockets on side 
lights, Satin finish frosted Sheffield glass shades to match center bow]. 
“3 = Bare, Without | Complete. but | Complete With 


Glass Shades, | Without Glass | Glass Shades 
Not Wired | Shades, Wired | as Shown, Wired 


ceiling canopy, 


Catalog No. | Style 


25 $18.75 


: Not Wired 
$4A5816|6-Light| $8.75 | $11. 


$13.25 $15.35 | $18.98 


84A5817 | 6-Light 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Bowl Showers 


44 GA bee we Bd ale Vb ge uf 


n 


@ ot be oie @ (pe of 


Six-Light Tinted Pansy Shower 
Spread, 13% inches. Made 


Length to bottom of glassware, 34 Inches 
Fancy embossed 


1 (satin) brass and black finish 
with four solid brass cl support 
n. This pan formsa 10-inch 

chts. From the 

S overs on link 
s silk cord laced 
land four key 
shades embossed 


of genuine brass in brus! 
ceiling canopy, 6 inches in diameter 
ing a 16-inch pan, embossed in fancy hain des 
holder for 11-inch glass bow! and is fitted for tw 
outer edge of the pan extend four 24-inch fan 
chain connections for electric light The wired 
through the chains, two Keyless sockets 
sockets on the side lights. Satin finish glass ! 
with pansy de: 1 


gn which is tinted a delicat 
Bare, Withou 


Style Glass Shades 


Catalog No. 
Not Wired 


B4A5814 | 6-Light| $10.25 2.5 
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Ornamental Electric Chain Showers 


— 
MLLER 


Fouwr-Light Openwork Shower 

Length to bottom of glassware, 30 inches. 
diameter, Made of cast metal and genuine brass in brush (satin) brass 
and black finish, It Nas a square ceiling canopy, 442 inches in diameter 
and square stem, 7 inch in diameter, whieh supports the cast orna- 
mental openwork plate of artistic design, 12 inches square, which is 
decorated in the center with a spun brass pointed ornament, 6 inches 
in diameter, and faney cast brass knob, From the corners of the plate 
extend four solid brass round link chains for electric lights. The Wired 


fixture has silk cord laced through the chains, key sockets and 24-inel 
5 s -inch 
shade holders, Frosted paneled square glass shades. Sa 


Cast plate, 12 inches in 


‘omplete With 
Glass Shades as 
Shown, Wired 


$8.50 


Bore, Without 
Glass Shades, 
Not Wired 


34A5759 |4-Light) $4.98 
Page Twenty-Kight 


Complete, but 
Without Glass 
Shades, Wired 


$6.90 | 


Catalog No. Style 


a. 


ae z 
Five-Light Ball Shower 


Length to bottom of glassware, 33 inches. Diameter of pan, 18 inches. Made 
of genuine brass in brush (satin) brass and black finish, Round corrugated 
ceiling canopy, 6 inches in diameter, with reeded stem, % inch in diameter, and 
cast body fitted with four hooks. ‘To these hooks are attached four solid brass 
link chains supporting an 18-inch square ornamental pan embossed in leaf design. 
From the center of the pan extends a 4inch holder for an 8-inch glass globe fitted 
for one electric light. From the corners of the pan neh ribbed 
design socket covers for electric lights on solid br: link chain connections. 
The wired fixture has silk cord laced through the chain with one keyless 
socket inside of bowl and four key sockets on side lights. Frosted glass Sinch 
squat pattern globe and 5-inch open bottom frosted glass balls. 


= BE / Na 


y 
‘cath Shower 

Length to bottom of glassware, 36 inches. Diameter of pan, 17 
inches. Made of genuine brass in brush (satin) brass and black finish 
a round 5-inch ceiling canopy decorated with cast wreath orna 
ments and round stem, “4 inch in diameter. This stem supports a round 
pan 17 inches in diameter, decorated in ribbed design with cast wreath 
ornaments and plain convex center with cast brass knob. From the 
edge of the bottom of the pan are suspended four solid brass link chains 
for electric lights. The wired fixture has silk cord laced through 


the chains. key sockets and 24-inch shade holders. Frosted glass 
shades with crystal stripes. 


Bare, Without Comp! 


Complete, but 


Complete With 
Without Glass 


Glass Shades as 
Not Wired Shades, Wired Shown, Wired 


Bare, Without 


Catalog No. Style | Glass Shades, 


. Complete With 

Catalog No, Style Glass Shades, Witho Glass Shades as 
Not Wired Shown, Wired 

S4A5782 | 5-Light $9 $12.40 


34A5758 |4-Light| $5.98 $7.42 | $7.98 
SEARS, ROEBUCK AND CO., CHICAGO, ILL.- 


- mM 


Loin 


CO ——————— 


Four-Light Chandelier 


ength to bottom of 
Made of genuine 
6-inch ceiling canopy, wit 


porting a 16-inch corrugé 


brass ornaments from wh 


socket covers on link chain connections for electric li 
ced through the chains, and 
d and ribbon design 


fixture has silk cord la 
Frosted crystal st 


Catalog No. Style 


ped gla 


glassware, 40 inches, Diameter of pan, 1644 
$s in brush (satin) brass and black finish, 
a solid brass chain sup- 
Jpan. The bottom is decorated with cast 
hare suspended four 24-inch reed and 
ghts. 


2b 
h heavy cast loop and 


shades in 


Vithout 
at Wired| Shades, Wired 


Complete, Without] Com: 


3445793 |4-Light | 


$9.25 $10.55 | 


Electric 


Four-Light Massive Chandelier 


Length to bottom of glassware, +4 inches. 


genuine brass in brush (satin) br 
canopy, extra heavy solid brass ¢ 
ms supporting 314-inch key socket covers. 


3445535 | 4Light 


Bare, Without 


T 
_| Shades, Not Wired 


$23.50 


SEARS, ROEBUCK AND CO., CHICAGO 


Spread 
‘ass and black finish 
‘hain and 17-inch massive round body, with four 
Frosted, 8-inch gl 


Large 


Without 


he Shades. Wired . 
.70 


1 


22 inches. Made of 


S-inch ceiling 


balls. 


Complete With 
Shades, Wired 


$26.70 


———__ — 


Three-Light Chandelier 


36 inches. Diameter of pan, 12 inches. 


Le h to bottom of glassware 
Made of genuine brass in brush (satin kK finish. Tt has ar 
embossed Sheffield canopy. 64% inches nehes deep 
with stem 7 inch in diameter. Atta ya ring isa 
solid brass chain suspending the 12 x illy embossed 
f the pan bang 


Sheffield tapering ornament and ring 
three embossed Sheffield key soc ket 
for electric lights. The wired fixt 
chains and key sockets. Frosted ! 


nk connect 
laced through th 
hades. 


Without, Complete W 


are, W 
Bax s. Wired | Shades, W 


Catalog No. Style |onades.N 


84A5540 | 3-1 ight 56 


Five-Light Sheffield Shower 


Length to bottom of center glassware, 31% inches. Diameter of pan, 18 
inches. Made of genuine brass in brush (satin) brass and black line finish (satin 
brass with the hollows of the embossing lined with black). Tt hasa large ceiling 
canopy, 6 inches in diameter, embossed in SheMield design, from which extend 
four solid brass link chains supporting the 18. inch pan. The pan is beautifully 
embossed in Sheffield design with cast brass ornaments on edge and center, 
From these ornaments on the edie hang four 24-inch embossed Sheffield socket 
fevers, and one from the center on solid brass link connections lectric lights. 
The wired fixture has silk cord laced through the chains and key sockets. 
Frosted Sheffield glass shades. ‘The outer shades measure 444 inches in height 
and the center shade measures 47% inches in height. 


‘Complete With 
Glass Shades 
own, Wired 


$10.75 


Complete, but 
Without Glass 
Shades, W 


“Bare, Without 
Glass Shades, 


Catalog No, | Style 
Not Wired 


$4A5710 | 5-Light | $7.98 


Page Vhirty 


f a 
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Three-Light Sheffield Shower 
Length to bottom of glassware, 36 inches. 

inches, Made of genuine brass in brush (satin) b 
It has an embossed Shefield ceiling canopy, 5 inches in diameter, 
and short stem fitted with cast ball and knob. To ball are attached 
three solid brass round link chains supporting a l-inch richly 
embossed Sheffield pan with east ornamental knob, From the outer 
f this pan are suspended three 24-inch embossed Sheffield 
on link chain connections for electric lights. 


rs 
T fixture has silk cord laced through the chains and key 
sockets. Fancy frosted shades with clear crystal ribs. 


Diameter of pan, 14 
and black finish. 


ve-Light Sheffield and Grape Electric Shower 


sware, 36 inches. Diameter of pan, 18 inches. 
brush (satin) brass and black finish. It hasan em. 
hopy, 6 inches in diameter, to which are attached 
supporting a large 18-inch pan. This pan is hand 
somely embossed in Sheffield design with grape pattern border. From the 
outer edge of the pan hang four 24-inch embossed Sheffield socket covers, 
and one from the center on solid brass link chain connections for electric 
1 The wired fixture has silk cord laced through the c’ ains and key 
sockets. The four outside lights have frosted prismatic glass shades 
measuring 5% inches in height, with deep crystal mitered ribs. e centeL 
shade is larger, measuring 6% inches in height. 


Vv) 


I 


Length to bottom 


Complete, but | Complete With 
Without Glass | Glass Shades 
Shades, Wired fas Shown, Wired 


D7.75 $8.50 


j Bare, Without 
Style | Glass Shades, 
Not Wired 


‘S-Light) $ 


Catalog No, 


S4AE 


vA 


Complete With 
Glass Shades 

as Shown, Wired 
es | Ff 


__S4A5717|5-Light| $8.69 | $10.89 | $11.60 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Bare, Without 
Glass Shades, 
Not Wired 


Complete. but 
Without Glass 
Shades, Wired 


Catalog No. Style 


yur-Light Electric Shower 
Length to bottom of ¢ vare, 36 inches. 
Made of genuine brass in Flemish (brush br: 


shaded with black) finish. 
corrugated border and fz 


-inch key socket covers in lotus leaf design on solid bra 
fonnections for electric lights. The wired fixture has silk cord la 


Fancy Electric Showers Wit 


Diameter of pan, 18 inches. 
It 


te 


s link chain 
i 1 through 
the chains and key sockets. Orange tinted tulip shape blown glass shades. 


Complete With 
Glass Shades as 
Shown, Wired 


Bare, Without 
Glass Shades, 
Not Wired 


Complete, but 
Without Glass 
Shades, Wired 


Catalog No. | Style 


84A5790 | 4-Light| $8.75 $10.65 | $12.65 


4 
= S R) 
* . S, * S 
Five-Light Electric Shower 

Length to bottom of center glassware, 34 inches. Diameter of pan 
18 inches. Made of genuine brs in Flemish (brush brass shaded with 
black) finish. It has a round 18-inch beautifully embossed ceiling pan 
which fits directly against the ceiling, decorated with four tapering ribs 
and cast center ornament. From the outer edge of the pan hang four 
round link chains and one from the center, fitted with 24 
socket covers in laurel wreath design for electric lights. The 
wired fixture has silk cord laced through the chains and key sockets. 
Ribbed frosted glass shades with embossed pansy border, hand painted 
in their delicate natural colors. 


Bare, Without 
Glass Shades, 
Not Wired 


$8.98 


Catalog No. Style 
Shown, 


8445775 | 5-Light 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


h Colored Glassware 


7 a 7 =, Y 3s 

Four-Light Electric Showe 
Length to bottom of glassware, 35 inches. Diameter of pan, 16 inches 
Made nuine brass in brush (satin) brass and black finish. It has a Shef- 
field ceiling canopy 6 inches in diameter. richly embo: in grape design 
from which extend four solid brass link chains supporting the 16-inch 
The pan is decorated with large Sheffield ornament, embossed in 
design. From fancy cast loops are suspended four 2 h Sheffield socket 
covers on link chain connections for electric lizhts red fixture has 
silk cord laced through the chains and ke Hand painted 
frosted glass shades, richly embossed in gripe desi= e gTapes are red 

with green leaves on a brown lattice work g 


Bare, With ‘ 
Catalog No. Style Glass Sh. ss | Glass Shades as 
Not Wired S s, Wired | Shown, Wired 

$4A5718 | 4-Light $9.75 $11.50 
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Mission Style Electric Showers 


Na 
directly against the ce 


link chain connections for clectric lights. The wired fixture has silk 
cord laced through the chains and keyless sockets. Extra deep square 
Tosted glass shades, embossed around the bottom in Grecian key design, 


Complete, but 
Without Glass 
Shades, Wired 


$9.58 


With — 
Catalog No, Style Y 


SB4A5716 4 
Page Thirty-Two 


$10.98 


. . “| 7 
Five-Light Square Shower 

Length to bottom of center ball, 38 inches. Diameter of pan, 15 
inches, Made of genuine brass in brush (satin) brass and black finish. 
The pan fits directly against the ceiling and the center is beautifully 
embossed in Sheffield design. From the four corners and center of 
the pan extend solid brass round link chains. The outer chains are 
fitted with 24-inch and the centerchain with large 34-inch embossed 
Sheffield key socket covers for electric lights. The wired fixture has 
through the chains and key sockets. Frosted glass 
ian key border, The four square outer shades are 6 
inches in height, and the center shade is hexagonal in shape with 
pointed closed bottom, 7 inches high, 


Four-Light Square Shower 


Length to bottom of glassware, 22 inches. Diameter of pan, 14 inches 
Made of genuine brass in brush (satin) brass fin h has a square pan, 14 
inches in diameter, t fits against the ceiling, extending toa point at the 
center. From this point projects a brass body holding four curved squaré 
br arms. At the end of these arms are attached square link solid brass 
chains supporting square keyless socket covers for electric lights. The 
wired fixture has silk cord laced through the chains and keyless sockets 
Frosted glass square mission style shades. 


Complete With 
Glass Shades as 
Shown, Wired 


$15.98 


| Bare, Without 
Glass Shades, 
Not Wired 


$12.25 


Comp! 
Without Glass 
Shades, Wired 


$13.93 


Catalog No. Style 


8445709 |5-Light 


Bare, Without Complete, but Complete With 

Catalog No. Style Glass Shades, Without Glass Glass Shades as 

a EAS Not Wired 5 _ Wired _|__ Shown, Wired 
84A5854 |4-Light $9.95 P11.75 | $12.95 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


1 nay say ’ 
Five-Light Round Shower 
Diameter of pan, 14 inches. 
and black finish. It has al 
with round embossed She! 
Th 1 Ut inch ball fitted for one light 
e edge of the pan is ornamented with four cast brass leaf rosettes and cast 
brass loops, from which extend four fancy link chains fitted with 24-inch 
Dy 


\ Length to bottom of glassware, 20 inche: 
Made of genuine brass in brush (satin) bi 
Spun ceiling pan, 14 inches in diameter 


The wired fixture has silk cord 
land four key 


Bare, Without 
Glass Shades, | 
= Not Wired 


8445786 | 5-Light| $7.45 | $8." 5! 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Complete, but | Complete With 
Without Glass Glass Shades as 


Catalog No. 7 
Shades, Wired Shown, Wired 


Style | 


| 
$8.77 | $9.55 


Electric Ceiling Showers 


_ “ 


= 
A 
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Five- Light Square Shower 
Length to bottomofcenter light. 33 inches. Diameter of pan, 15 inches. 
Made of genuine brass in brush (satin) brass finish. It has a square 
15-inch pan whic h fits direetly against the ceiling. This pan has a 
plain flat border with concave center ornamented with four raised 
tats running down to # pointed ornament in the center From the 
corners of the pan are suspended four solid brass square link chains, 
and a fifth chain from the center fitted with 24-inch plain key socket 
covers for electric lights. The wired fixture has silk cord laced through 
the chains and key soc kets. Square frosted shades with crystal deco 
rated corners in floral de 


. but | Complete With 
Without Glass | Glass Shades ns 
Wired | Shown, Wired 


Glass Shades, 
| Not Wired 


34A5861 | 5-Light| $10.00_| 


Catalog No. Style 


ade 


Length to bottom of glassware, 201 
genuine brass in brush 
» 12-inch embossed Sheffield pan Ww hich fits dire 


Made 
sque 
with 


Catalog No. 


84A5703 


ast brass 
hang four solid brass round link 
less socket covers for electric lights. 
through the chains to keyle 
deep ribs in cut glass de 


Four-Light Sheffield Shower 


f pan, 12 inches. 
It has a 
e ceiling 
the pan 


6 inches. Diameter « 


satin) brass and black line fr 


ornamental knob at bottom. From t 
chains fitted with 
The wired fixt 


Sheffield key- 
k cord laced 
ies with clear 


s sockets. Frosted £ 
gn 
Bar Without ! 
Style Shades. ) s 
Wired S Se} 
{Light $5.95 57.34 
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Large Inexpensive Chain Electric 


Pive-Light Shower 
Length to bottom of glassware, S-light, $3 inches; #light, 28 inches, 


Diameter of pan, 17 inches. Made of genuine brass in brush (satin) 
brass finish. It has a massi 


plain socket covers for 

k cord laced through the 

ets. Bell shaped frosted glass shades with crystal 
jal value, 


chains and key soc 
ribs. This is a 


Hare, Without | Complete, but | Complete With 
Catalog No. Style Gloss Shades, Without Glass: Glass Shades 
Not Wired Shades, Wired | as Shown, Wired 
34A5777 |5-Light) $5.45 $6.70 $7.95 
34A5776|4-Light| 4.70 5.75 6.75 
eae UD ego | SN eS 


‘T", MT Y, 
Three-Light Shower 
Length to bottom of glassware, 31 inches. Diameter of pan, 12 inches. 
Made of genuine brass in brush (satin) brass finish. It has a plain spun 
ceiling canopy, 44 inches in diameter fitted with brass hooks, to which are 
attached three solid brass round link chains supporting a 12-inch spun brass 
pan. ‘The pan has a plain convex center and spun brass ornament with 
beaded border at top and cast brass ball at bottom. From the edge of the pan 
are suspended three 24-inch plain key socket covers on link chain connee- 
tions for electric lights. ‘The wired fixture has silk cord laced through the 
chains and key sockets. Frosted faney shaped scalloped bottom glass shades. 


Complete With 
Glass Shades 
as Shown, Wired 


e Bare, Without | Complete. but 
Catalog No. Style Glass Shades, | Without Glass 


Not Wired Shades, Wired 


84A5795| 8-Light 


$4.50 


Page Thirt 'y-Four 


$5.65 | $6.25 


Showers 


inches. 


ox’ 


y - 

Five-Light 
Length to bottom of center glassws 
Made of genuine brass in bru 


The pan has embossed beading around the outer edge and fancy 


e, 35 inches. 
’ ush (satin) brass finish. 
canopy 5 inches in diameter fitted with short stem supporting the 174 
pan. 


Shower 


Diameter of pan, 1745 
Tt has a round 


ich 


spun center with cast brass ornaments in leaf design and center knob. 


From the outer edge of the pan he 
the centerallfitted wi 
The wired fixture 
keyless sockets. Orange tinted fan 


Catalog No, 


8445893 5-Light 


134-inehplainkeyl 


solid bras: 


‘hains and one from 
ers for electric lights. 


a silk cord run through the stem and chains and 
blown shades with scalloped bottom. 


Bare, Without 
Glass Shades, 
Not Wired 


Style 


Complete. 
Without C 
| Shades, Wired 


Complete With 
Glass Shades 
as Shown, Wired 


| $10.98 $12.98 


SEARS, ROEBUCK AND 


CO., CHICAGO, ILL. 


Inexpensive Chain and Spindle Electric Ceiling Showers 


MES ts 


cs. 


Four-Light Chain Shower 
Length to bottom of glassware, 23 inches. Diameter of 
ban, 16 inches. Made of genuine brass in Flemish (brush 
brass shaded with black) finish. The round 16-inch pan, 
Whieh fits directly against the ling, has a plain con- 
‘ave edge and is beautifully embossed in the raised center 


eter of pan, 12 inches. 
brush (satin) brass and t 
fits directly against the c 


ment and cast brass knob. 


With a fancy ornamental design and fitted with cast brass 
From the edge of the bottom of the pan hang four 
The 


knob. 
wlid brass round link chains for electric lights. 
Wired fixture has silk cord laced through the chair 
wekets and 24-inch shade holders. Fancy frosted glas 
shades with crystal stripes between the panels. 


with embossed 
for electric lights. 
laced through thee 
mental tulip shape 


a Complete, | Complete, 5 

| wore: ‘ i With aHoxe ee 

Catalog Ne Style |, 7iutou Without |Glass Shades . oe 

3lass Shades,|Gjqg4Shades,| as Shown, Catalog No. Style Glass 
ag | (REECE Wired peer 

84A5774 | +Light! $4.55 | 56.< $6.92 Tae Tol =| 

OAD] (+ aght, 94.00 56.20 pO. 92 5 ERD : cs Fe 
s = - 8445719 | 3-Light| 33.78 


Three-Light Chain Shower 
Same shower as No. 


Sume shower as No. 8hA577h, described above, but with 


| 
APA 


a 


Three-Light Chain Shower 
Length to bottom of glassware, 26 inches, 
Made of genuine brass in 
‘kK finish. 
iling, is decorated in the 
ieffield orna 
From the edge of the 
pan hang three solid brass round link chains, fitted 
Sheffield 24-inch keyless socket covers 
The wired fixture has silk cord 
1ins, and keyless sockets. 
rosted glass shades. 


center with a beautifully embossed 


Two-Light Chain Show 


y,A6719, described above, but 
with two lights instead of three 


The pan 


x 
Smet) 


Diam 


, which 


Orna- 

Complete, | Complete, 
but With 
Without Glass 
Gl Shades 

as Shown, 
Wired 


$5.08 | 3 


5.88 


Three-Light Spindle Shower 

Length to bottom of glassware, 23 inches. Diam- 
eter of pan, 12 inches. Made of genuine brass in 
brush (satin) brass finish. The 12-inch round pan, 
which fits directly against the ceiling, is decorated 
with an embossed fancy pointed or ent in the 
center. From the edge of the pan ha three Colon- 
jal pattern brass spindles on link chain connections 
for electric lights. The wired fixture has silk cord 
run through the spindles and chains, keyless sockets 
and 24-inch shade holders. Faney prismatic frosted 
glass shades, with erystal ribs. 


Complete, | Complete, 


| _ Bare, ! 
| but With 
‘ 5 Without | without Glass 
Catalog No. Style Glass Glass || Shades 
Shades, ae Sehr 
Not Wired) Shades, as Shown 


3445770 | $Light) $2.98 | $3.98 | $4.61 


ight Spindle Shower 
Same shower as No. 3445770, described above, 
with two lights instead of three 


but 


three Li ste P r, = = a 
iiree lights instead of Four —__ 2 T Complete, | Complete, Bare, | Complete, | Complet 
SS a. 3 | bares mut | | With Witho. but With 

| || Bares tee | ‘ ‘ style | Vattont | Without | Glass sinioe Bivle ous | Without | Gloss 

Catalog Ne Style |, Without | Without (Glass Shades Catalog No. Style nC les Glass Catalog No Style see Glass Shades 
Glass Shades,\Gjass Shades,, as Shown, adess | Shades, yShedes: | Shades, | as Shown 

| } Not Wired Wired Wired Not Wired) “Wired se ORR Wired awired Wired 
$4A5932 |s-Light| $4.05 | $5.70 | $6.24 34.5690 |2-Light| $3.28 | $4.58 | $5.08 345693 | 2-Light| 92.23 $3.65 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Four-Light Spindle Shower 


Length to bottom of glassware. 24 inches. Dia 
pan, 15 inches. Made of genuine brass ir satin 
brass finish, The large inch rounc 
directly against the ceiling, is dee 
i( massive round spool ornament. © ou 
the bottom of the pan are s i r 


brass spindles and solid brass link chain connections for 
electric lights. The wired fixture has silk cord run througt 


the spindles and chains, keyless sockets and 24-inch shade 

holders. Frosted glass deep tulip shades with scalloped 

bottom 

plete. | Complete. — 
With 


Glass Shades 


Bi 
Without 


Catalog No. 


S4A5 


Three-Light Spindle 8 


rue, but with 


Same shower as No. 4 
three lights instead of f Y - 
plete, | Complete, 
\ ut | With 
Catalog No. Style y Without Glass Shades 
= ass Shades, S 
Wired 


Page Thirty-F 


84A5771 | S-Light 54.49 : 


Ornamental Low Priced Stem and Chain Electric Showers 


Three-Light’ Electric Shower 

Length to bottom of glassware, 42 inches. Diameter 
of pan, 12 inches, Made of genuine brass in brush 
fsatin) brass finish. [thas a round inch ceiling canopy 
with stem “4 inch in diameter, supporting the round 
12-inch pan. The pan is plain, except the center, which 
is decorated with a round pointed ornament embossed 
in faney design and fitted at bottom with cast knob, 
From the bottom of the pan hang three solid brass link 
chains for electric lights, The wired fixture has silk 
cord rin through the stem and chains, key sockets and 


2%-inch shade holders. Hexagonal paneled frosted 
glass shades. 


Complete, Compl 
[Bare, With: “out With? With Glass 


Catalog No. | Style) ON G18S8 | outGlass Shades 
[Not Wired as ite 


B84A5 


(46 3-Light! $2.35 | 83.50 83.98 


Two-Light eistiric Shomer 
_Same as § 


Page Thirty-Six 


Three-Light Electric Shower 
Length to bottom of glass 
of pan, 14 inches, Made of genuine brass in Flemish 
(brush brass shaded with black) finish. It has round 
plain ceiling canopy 5 inches in diameter, with %-inch 
round stem, supporting the teinch round pan. The 
center of the pan is decorated with a beautifully em- 
bossed taper ornament and turned brass knob, From 
the edge of the bottom of the pan are suspended t : 
solid brass link chains for electric lights, The wired 
fixture has silk cord run through the stem and chain, 
key sockets and 24-inch shade holders, Frosted, faney 
shape glass shades with crystal stripes. 


. 30 inches, Diameter 


Catalog Style 
Not Wired 


$4A5758 |3-Light| & 


Four-Light Electric —— 
Same as Shower No. 3445753, but with four lights. 
84A5926 |4Light| $3.75 | $5.13 | $5.89 


Three-Light Electric Shower 

Length to bottom of glasswa 
of pan, lt inches. Made of genuine brass in Flemish 
(brush brass shaded with black) finish. It has a 
canopy 444 inches in diameter, with %-inch stem, 
supporting the ir pe The pan is beautifully 
embossed in leaf design with fancy cast knob in cen 
ter. From the outer edge of the bottom of the 
extend three solid brass link chains for electric lights. 
The wired fixture has silk cord run through the stem 
and chains, key sockets and 24-inch shade holders. 
Frosted glass. melon shape, open bottom shades with 
crystal stripes. 


27 inches. Diameter 


29 Complete, | Complete 
Ina, wit ith) Hut With: | With Glass 


Three-Light Electric Shower 


sware, 33 inch Diameter 


of genuine 


sength to bottom o 
of pan, 12 inches. Made Ss in brush 
(satin) brass finish. It has a round ceiling canopy 4 
inches in diameter. fitted with stem % inch in diam 
eter, supporting the 12-inch round pan. The pan is dec 

orated in the center with a large spun brass ornament 
with beaded edge. Three solid brass link chains hang 
from the outer edge of the pan for electric lights. The 
Wired fixture has silk cord run through the stem and 
ns, key sockets and 24-inch shade holders. Round 
frosted glass open bottom balls with clear crystal 
led ribs and center band. 


] | Complete, | Complete 
Bare, With) Dut With- | With Glass 


Catalog No. Style 1 SS | out Glass Shades Catalog No. | Style out Glass Shades 
Not Wired | Shades, | as Shown, Shades, | as Shown 

o _[Not Wired | ‘Wired’ _|_ Wired ” s _ Wired Wired 
84A5756 3-Light $3.15 | $4.27 | $4.75 34A5748 3-Light) $2.75 | $3.93 $4.38 


Four-Light Electric Shower 
Same as Shower No. 84A5756, but with four lights. 


8445929 |4-Light| | $5.02 | 


Two-Light Electric Shower 
_ Same as Shower No. 34A5748, but with two lights. 
34A5747 |2-Light| $2.25 | $ 3.48 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


ee TAN , 
& IN Le \S a 
Three-Light Spindle Electric Shower 
Length to bottom of glassware, 36 inches. Diameter 
of pan, 12 inches. Made of genuine brass in brush 
(sitin) brass finish. It has. a round ceiling canopy 414 
inches in diameter, with 4-inch round stem, which in di 
supports the 12-inch round pan which is decorated ornaments. 
With an embossed pointed ornament. From the bottom in diameter, thatsupports the 12-inch round ribbed pan 
of the pan are suspended three brass fancy spindles decorated with fancy cast wreath and ribbon ornaments 
on link chain connections for electric lights. The wired From the bottom of the pan hang three solid brass round 
fixture has silk cord run through the stem and spindles, link chains forelectric lights. The wired fixture has silk 
key sockets and shade holders. Frosted glass 5-inch cord run through stem and chains, key sockets and 2% 
Open bottom erystal striped ball shades. in. shade holders. Fancy tulip shape frosted glass shade 


Complete, | Complete Complete. 


Three-Light Electric Ceiling Shower 
Length to bottom of glassware, 30 inches. Diameter 
of pan, 12inches. Made of genuine brass in brush (satin) 
ass and black finish. It has a ceiling canopy 5 inches 
ameter, with three applied cast wreath and ribbon 
From the canopy extends a stem, “4 inch 


| ; 
Bare, With?) yt With 


Bare, With i : 
~ but With-| With Glass 
Catalog No. | Style | Cut Glass out Glass | — Shades Catalog No Style | out Glass out Glass 
f s. st 2 She ades, Shades 

Not Wired| Shades, | as. Shown, Not Wired “Wired Wired 

3445760 |3-Light 25 | $4.38 | $4.86 S-Light] $2.98 | $4.38 | $4.89) 
Two-Light Spindle Electric Shower o-Light Electric Ceiling Shower 
Same as Shower No. 3445757, but with two lights. 


), but with two lights. 


me as Shower No. 34 
3445920 | 2-Light} ° 
SEARS, ROEBUCK AND CO., CHICAGO, TEE. 


le g Me 
$445923 |2-Light! $2.58 | $3.63 | $3.97 


0 | $3.38 | $3.70 


Three-Light Chain Electric Shower 

Length to bottom of glassware, 36 inches. Diameter 
of pan, 15 inches. Made of genuine brass in brush (satin) 
brass finish. It hasa massi nool shape ceiling canopy 
5 inches in diameter, with %-inch stem, supporting the 
iF + round 15-inch pan, The pan is decorated in the 
iter of bottom with massive round spool shape orna 
ment, From the outer edge of the bottom of the pan 
hang three solid brass link chains for electric lights. 
The wired fixture has silk cord run through the stem 


and chains. key sockets and 34-inch shade holders. 


i 
Bare, With With Glass 


Catalog No. Style | out Glass Shades 
Shades, as Shown 
Not Wired Wired 


84A5751 3-Light| $4.35 | | 
Four-Light Chain Electric Shower 


Same as Shower No. 3445751, but with four lights. 
36.99 


| 
34A5752 4-Light 54.98 


Chain Electric Shower. 


5 
Ci 


; 
; 


ab 
Three-Light Sheffield Chain Electric Shower 
sth to bottom of glassware, 33 inches. Diameter 


Leng 
Made of genuine bmiss in brush (satin 


of pan, 12 inches 
brace and black line finish. It has an embossed Shefteld 
ceiling canopy 5 inches in diameter, with “4-inch stem 


supporting the 12 inch round pan. The pan is plain 
except in the center, which is decorated with a large 
embossed Sheffield ornament. From the edge of the pan 
hang solid brass link chains for electric lights. The 
Wired fixture has silk cord run through the stem and 
chains. key sockets and 24-inch shade holders. Frosted 
deep glass shades. embossed in ribbed Sheffield design 


fi Complete 


Bare, With With Glass 
Catalog No. Style pat ely |G Ass aonndes 
Not W Vired | Wired 
$4A5750|3-Light! 5 $3.93 | $4.98 
Two-Light Sheff ( Electric Shower 
N \ but with two lights 


Same_as Shower 


$4A5749 |2-Light| S<.99 
Page Thirty-Seven 


wy) Aj; i 
INF, AY VANS “ZNSZS 


Three-Light Fancy Shower 
Length to bottom of glassware, 30 inches. 

pan, 12 inches. Made of genuine brass in brush (satin) 
brass finish. It has a round ceiling canopy, 44 inches in 
diameter, with short stem and spun body with cast brass 
ball. From this body extend three solid brass round link 
chains, which support the 12-ineh pan. The pan is deco 
rated in the center with taper shaped ornament with em 
bossed hexagon bottom and cast knob. From the outer ed. 
of the pan are suspended thr 
nections for electric lights. The wired fixture has silk cord 
laced through the chains, key sockets and 24-inch shade 
rings. Faney frosted glass shades with clear crystal stripes. 


| Style 


Dinmeter of 


Haan Complete, 


Without y but a t 
Gluss Shades,|., Without {Gloss Shades 
uss Shades Glass Shades,| as Shown, 
Not Wired |r Wired Wired 


34A5779 SLight| $3.20 ‘| $4.35 | $4.89 
Page Thirty-Kight 


Catalog No. 


to oy 
Our Leader Ceiling Shower 
th to bottom of glassware, 1344 inches. Made 
of genuine brass in brush (satin) brass finish. Round 


10-inch pan with embossed center ornament and solid 
brass short link chains. The wired fixture has silk 
cord laced through the chains, keyless sockets and 
24-inch shade holders. Frosted glass shades with 
erystal ribs. 


{ | 
{ j 4 ) Dey 

\ \\ if i 4 ; df 

\ j » 

ee ae a 
Special Value Sommers Ceiling Shower 
Length to bottom of glassware, 1314 inches. Made 
of genuine brass in brush (satin) br finish. Round 
12-inch pan with embossed tapering center ornament 
and solid brass link chains. The wired fixture has 
silk cord laced through the chains, keyless sockets 


and 2M%4-inch shade holders. Frosted glass fancy 
ribbed shades. 


Bare, / Complete, | Complete, Bare, Complete, | Complete 

Catalog No. | Style | Without Shadese | shades, Catalog No, Style Suaest Shades Shndes, 
| Not Wired) Wired’ | “Wired nc |Not Wired) Wired Wired 
84A5718 3-Light| $1.48 | $2.56) $2.98  34A5697 B-Light| $1.80 | $2.97 | 83.45 
$4A5712 2-bight) 1.15] 1.95 | 2.43  34A5696 2-Light| 1.35) 2.16 | 2.48 


Ceiling Shower Hand Painted 

Length to bottom of glassware, 144 inches. Made 
of genuine brass in brush (satin) brass finish. Round 
12inch pan with a large round beaded center orna- 
ment and solid brass short link chains. The wired 
fixture has silk cord laced through the chains, key 
less sockets and 24-inch shade holders. Satin finish 
frosted faney bell shape glass shades. hand painted 
on the inside with a blue forget-me-not border, 


Sheffield Design Ceiling Shower 

Length to bottom of glassware, 15% inches. Made 
of genuine brass in brush (satin) brass and black fin- 
ish. Round 12-inch pan with an embossed Sheffield 
omament measuring 644 inches to bottom of knob, 
and embossed Sheffield 24-inch keyless socket covers 
on solid brass link chain: The wired fixture has 
silk cord laced through the chains. Thin blown 
(frosted) tulip design shades with scalloped bottom. 


Three-Light Wreath Shower 

Length to bottom of glassware 
Made of genuine t 
lack finish. It has a round ceiling canopy, 5 ine 

in diameter, with three cast wreath and ribbon ornamen 
Fitted with short stem and spun body with cast brass t 
from which extend three solid brass round link ¢ 
which support the 12-inch pan. This pan is decorated y 
fancy corrugated ribbing and three cast wreath and ribbon 
ornaments around the edge and plain convex center 
From the outer edge of the bottom of the pan extend three 
solid brass link chain connections for electric lights. The 
wired fixture has silk cord laced through the chains, key 
sockets and 24-inch shade holders. Frosted wreath design 
crystal stripe gl 


2 inches. 


Diameter of 


Gatnlog Nas | Style | wii Nu a Catalog No. | Style wilt “Without ‘we : y ) , Without | Cat evi 
= = Not Wired) Wired’ | “Wired” g: | Not Wired) Wired’ _|_Wired _ Catalase Sie Glass Shades, Without, \Olass, Shades 
34A9699 8-Light] $1.95 | $2.90 | $3.95 8445700 |3-Light| $2.25 | $3.44 | $3.98 ee) Sateen | paired 
SHAS698 B-Light| 1.58] 2.15) 2.85  84A5702)2-Light| 1.92| 2.84) 8.20  34A5704 3-Light| 84.70 | 85.85 79 


SEARS, 


ROEBUCK AND CO., CHICAGO, junit 


Three-Light Ceiling Fixture 

Length to bottom of glassware, 11 inches. Spread, 
11 inches. Made of genuine brass in Etruscan gold 
finish. It has a spun brass ceiling band, 5 inches in 
diameter, beautifully embossed in conventional 
design, supporting a graceful plain body, 6 inches in 
diameter, with turned brass knob at bottom. From 
the body extend three beautiful ornamental cast 
arms suspending three 2'%4-inch embossed keyless 
socket covers for electric lights. The wired fixture 
has silk cord run through the fixture and chain, and 


keyless sockets on link chain connections. Fancy 
satin finish frosted glass shades. 
Bare, | Complete, | Complete 


Without | but With- withShed’s 
Shades, JoutShades, as Shown, 
ot Wired) Wired Wired 


aes RE Palma nsia 
3-Light) 56.75 85 | 28.75 


Cxlelog No. Style | 


a 


Three-Light Sheffield Shower 


Length to bottom of glassware, 28 inches. Diame- 
ter of pan, 14inches. Made of genuine brass in brush 
Satin) brass and black line finish. It has an em- 
bossed Sheffield ceiling canopy, 5 inches in diameter, 
With reeded stem and cast brass ball and three hooks Five-Light nee 
from which extend three solid brass link chains - - ball, 1814 inches. Diameter 
Which support a ltinch pan. The pan is decorated Length to bottom of center ball, 13% cI les. lame e 
With a massive embossed Sheffield body and cast ring of pan, 154 inches. | Made of ANRaal te, 1s aoe 
Ornament. From the edge of the pan are suspended (satin) brass finish. The large ceiling plate, 15 12 i aS 
three solid brass link chain connections fitted with In diameter, has a plain spun edge with large spun tanet 
24-inch embossed Sheffield keyless socket covers center ornament. Around the edge of pan are attac uc 
for electric lights. The wired fixture has silk cord four 24-inch socket covers, and the cente Salieri 
laced through the chain, and keyless sockets. Frosted fitted with a $%-inch socket coyer, all for electric lights. 


s 2 ine ‘0 P all sl 5 The wired fixture has rubber covered wire conn sting 
fis open bottom b3ngn Colonial ball shades with he ylted Metre Mat poor! slay lls Rowe ina 
nee =e open bottom and one 6-inch closed bottom in center. 


Ceiling Fiature 


Bare, | Complete, | Complete = a 
Without | but With- |\With Glass Bare, 


J 3 , : 7 Without 
yk | shades, Catalog No. Style | Shades, | outShades, | as Shown, 


Not Wired) __| Not Wired Wired |__ Wired 
3445727 |3-Light| $7.95 | $9.14 | $9.98 A5232 |5-Light| $3.98 | $5.82 | $6.45 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Complete, | Complete — 
but With- | With Shades 


Cataloz 


‘ ny 
Wired 


Three-Light Ceiling Shower 

Length to bottom of glassware, 944 inches. Diam 
eter of pan, 10 inches. Made of genuine brass in 
brush (satin) brass and black finish. The round ceil 
ing pan, 10 inches in diameter, is beautifully embossed 
el wreath and ribbon design with spun brass 
center ornament. From the edge of the pan are 
suspended three 2\4-inch embossed laurel wreath 
keyless socket covers, on solid brass link chain con 
nections for electric lights. The wired fixture has 
silk cord laced through the chains, and Keyless sock 
ets. Satin finish frosted glass fancy ribbed shades. 


Bare, Complete, | Complete 
Without | but With- withShad’s 
Shades, joutShades,) as Shown. 

Not Wired) Wired Wired 


8445705 | 3-Light! $3.35 | $4.05 | $4.95 


Catalog No. Style 


MN 


xe . Wana . 

Five-Light * Ceiling Shower 
Length to bottom of center glassware, 17 inches. Diam 
ter of pan, 18 inches. Made of genuine brass in bur 
nished Roman gold finish. Beautifully embossed in fancy 
fluted design. From the edge of the ceiling pan are sus 
pended four 3%-inch richly embossed fancy keyless 
socket covers, on link chain connection, for electric 
light fifth is suspended from the center ornament 
The wired fixture has silk cord run thr the chains 
and keyless sockets. Dainty prismatic sh measuring 
4 inches in diameter and 5 inches in le . composed 
of amber color jewel beads and crystal reeded prisms 


Bare, Complete, 
Without but With. 
Shades, | out Shades 

Not Wired) Wired 


34A5742 | 5-Light $14.25) $15.75 


Complete 
With Shades 
as Shown. 
Wired 


19.00 


Catalog No. Style 


Three-Light Ornamen Shox 


Length to bottom of glassware, 30 inches. Diam 
eter of pan, 14 inches. Made of genuine brass in 
Flemish (brush brass shaded with black) finish. It 


has a round plain ceiling canopy, 5 inches in diam- 
eter, fitted with short stem and spun body with 
cast brass ball, from which extend three solid brass 
round link chains, supporting the Ltinch round pan 
The pan is decorated with taper ornament beauti 
fully embossed around the top, and embossed taper 
ing panels extending to the bottom which has a 
turned brass knob. From the outer edge of the bot 
tom of the pan extend three s« brass link chain 
connections for electric lights. Tl vired fixture 
has silk cord laced throush t s. Key sockets 
and 24-inch shade ho! Frosted fancy ribbed 


glass shades. 


te, | Complete 


Comp! 


Catalog No. s 


4.87 | 35.3 


$4A5784 |3-Light! $3 $4.87 
Page Thirty-Nine 


y- 
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+ > =~. —— = ts 
Three-Light Ornamental Shower Four-Light Sheffield Shower 
Length to bottom of glassware, 18 inches, Made of genuine brass in brush 


\ ‘s 


Length to bottom of glassware, 12 inches. Made of genuine brass in brush 
(satin) brass and black finish. The round spun brass ceiling pan, 13 inches in dian 


eter, is handsomely decorated at the bottom in beaded and ribbed design with 


4 (satin) brass and black line finish. The square 12-inch ceiling pan is handsomely 
l ==) oft 
east brass knob, From chased brass ornaments near the edge of the pan are 2 A se 


Pa 5 embossed in Sheffield design. From the four corners are suspended embossed 
uspended thr inch ribbed socket covers for electric lights on solid) brass Te wa Le ato keyless socket covers on solid brass link chain connections on 
BURRENGE ieee aaah atthe Dd a x - HG Mig 5 at electric lights. The wired fixture has silk cord laced through the chains, anc 
RAI aan ney lean naka Bee SEE Te UU ae eee her ¥ e~ "xs keyless sockets, Frosted 3.inch embossed open bottom glass ball shades with 
PAINS, f PYICKS BOCKCIA, = SANC) a =sCC) iad a : we . aie srystal ribs, 
mental bottoms, ay f j A £ be at ae ——— a 
; oul G omplote, buLW /Complete With Shades d z | ~ Bare, Without Glass | Complete, but With- |Complete With Shades 
Catalog No. Style Baro, Without Gloss) | Complote, bul With- |Completo With Share é Catalog No, | Style | Shades, Not Wired | out Shades, Wired | as Shown, Wired 
Shades, Not Wireds| out Shades, Wired ns Shown, peta ee ie | be cede i » Not Wired 
ae. c ce -—- . a ihe are | bee 
84A5701 | 8-Light $4.35 $5.15 34.A5730 | 4-Lig $4.98 $6.35 $6.99 
SK 
aT 
BAD 4 
Y } 
i 


= ‘ 


Four-Light Shower With Hand Painted Shades 


Length to bottom of center glassware, 22 inches. Diamet f 
pan, 18 inches. Made of genuine brass in brush brass and black 
finish. ‘The round ceiling pan, 13 inches in diameter, is richly em 
bossed around the edge in reed design and is decorated in center 
with a classic ornamental rosette. From the outer edge of the pan 
are suspended three solid brass round link chains with a fourth 
chain from the center, fitted with 24-inch fluted socket covers. 
The wired fixture has silk cord laced through the chains, and key- 
less sockets, Frosted satin finish glass shades, hand painted with 
blue and pink forget-me-nots and ribbon bowknots. _ 


Bare, Without | Complete, but | nplete With 
Catalog No, Style | Glass Shades, | Without Glass | Glass Shades 
Not Wired | Shades, Wired | as Shown, Wired 


B4A5785 d-Light! $3.45 | $4.65 $6.85 


Four-Light Shower With Colored Shades 

Length to bottom of glassware, 20 inches. Made of 
kenuine brass in brush (satin) brass and black finish. 
The large round spun brass ceiling pan, 16 inches in diam- Five-Lieht Richly Embossed Shower 
eter, is richly decorated with a handsome pointed center a " 
ornament, beautifully embossed in conventional floral Length to bottom of center ¢) 
design, and cast brass acorn knob at bottom. From the | brass and black finish, The extra large massive tapering ceiling pan, 18 inches in diameter, 
outer edge of the pan are suspended four solid brass round | is beautifully embossed around the edge in fancy floral design with applied cast brass leaf 
link chains for electric ligh ye Wired fixture lias silk ornament at bottom. From the outer edge of the pan extend four 244-inch embossed socket 
cord laced through the chain: yless sockets, 24-inch covers and one from the center on solid brass link chain connections for electric lights. The 
shade holders. Frosted satin finish embossed tulip 


n n Wired fixture has silk cord laced through the chains, and keyless sockets. Satin finish fancy 
#lass shades, hand colored, alternating white and yell 1 glass shades resembling marhl 


sware, 16 inches. Made of genuine brass in brush (satin) 


Catalog No. 


Style 


Hare, Without Glass Shades, | Complete, bul Without Glass) Complete W Hades | = F ut Wil ; vith SI 

’ , * is plete With hades Bare, With y out | Complete With Shades 

Nee —_— Wired Shades, Wired dl as Shown, Wired Style | are, WAthOUUSH byt With u omplete With Shade 
i; } 4-Lig'! Or oF &, re & = G aS = a = 5 
__34A5788 1-Light : 86.85 $9.25 ; 5-Light | $7.90 $9.50 | $11.25 
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Three-Light Beaded Ceiling Fixture 
Length to bottom of fixture, 15 inches. Spread, 20 inches. Made of genuine 
brass in brush (satin) brass and ble finish. It has a spun brass canopy, 4 
nches in diameter, with embossed beaded edge fitted with “4-inch stem to 
which is attached an artistically shaped spun body with beaded edge and spun 
briss knob at bottom. This body measures 8 inches long and 4% inches wide. 
from the side of the body extend three curved electric arms with cast brass 


fincy serollends. The wired fixture is fitted with keyless sockets and 24-inch 
brass shade holders. Frosted glass shades in tulip design with scalloped edge. 


Wit 


< - Comple 


Bare, Without || Complete, but 


4 Without Glass Shade 
Catalog No. Style Glass Shades, | Glasa:Shades aeshowne 
Not Wired Wired Wired 


$3.07 $3.70 


84A5224 


Four-Light Sheffield Ceiling Fixture 

Length to bottom of glassware, 15 inches. Spread, 16 inches. Made of 
fenuine brass in brush (satin) brass and black finish. It has an embossed 
Sheffield ceiling canopy, 6 inches in diameter. with %s-inch stem fitted with 
Around ball body from which extend four gracefully curved round arms in 
Scroll design. These arms support four 2%4-inch round Sheffield soc ket 
overs on link chain connections for electric lights. The wired fixture has 
silk cord run through the arms and chains and keyless sockets. Fancy rib- 
bed reflector glass shades with scalloned edge. : 
= ie Bare Without |) compicten but 


Complete With 


WwW Glass Shades 

Catalog No. Style Glass Shades, Glutaaunies, aa Show ny 
Not Wired Wired Wired 

fy NSE BS BPS eV Eas £11.05 
8445221 |4-Light] $7.40 | $9 $11.05 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


ree-Light Fancy Ceiling Fiature 


Length to bottom of fixture, 12% inches. Spread, 22 inches. Made 
of genuine brass in brush (satin) brass and black finish. It has an em 
bossed ceiling canopy, 44% inches in diameter, fitted with short stem to 
which is attached an ornamental embossed body measuring 8 inches in 
length including the ornament. From the sides of the body extend 
three curved electric arms with fancy cast brass floral ornaments. The 
wired fixture has keyless sockets and 24-inch brass shade rings. Frosted 
blown shades decorated with floral band in clear glass. 


| Bare, Without | Complete, but 
Glass Shades, | Glass Shades 
Not Wired ~ Wired 


$3.94 


Catalog No, | Style 


32.75 


8445230 3-Light | 


Four-Light Ceiling Fixture 
Length to bottom of glassware, 12 inches. Spread, 15 inches. 
nuine brass in brush (satin) brass finish. Tt has a plain spun 1 
iopy, 5 inches in diameter, fitted with 7s-inch stem to which is 
attached a round body ball with cast brass ornament at bottom. From 
the side of this body ball extend four curved electric arms supporting 
four 24-inch plain socket covers on link chain connections for electric 
lights. ‘The wired fixture has silk cord run through the body and arms 
and keyless sockets. Frosted glass bell shape shades. 
oan wy > | Complete, but | € 


Made 


ing ce 


nplete With 


Bare, Without Without Glass Shades 
Catalog No. Style | Gli Glavatshndeet || eras! shawn 
Wired Wired 


3445218 | 4-Light| $4.60 86.30 | 86.90 


Three-Light Colonial Ceiling Fixture 


Length to bottom of glassware, 15 inches. Spread.12 inches. Made 
of snuine brass in brush (satin) brass finish, It has a plain spun 
ceiling canopy, 5 inches in diameter, with %-inch stem to which is 
attached a plain spun body. This body measures 342 inches in width 
and 4% inches in length including knob. From the side of the body 
extend three Colonial pattern solid brass turned arms supporting 2% 
inch socket covers. The wired fixture is fitted with keyless sockets. 
Frosted 5-inch open bottom glass balls 


Complete, but Complete With 
1 


Bare, Without 


Catalog No. | Style | Glass Shades, | g,¥/tout 
Not Wired Wired 
$4A5217 | 3-Light S4.90 $5.89 


1 } i 


(eae 2 J 
Four-Light Pan Ceiling Fixture 

Length to bottom of glassware, 13 inches. Spread, 14 inches. Made of 

genuine brass in brush (satin) brass finish. It has a lars: iss ceiling 

r urved scroll 


pan, 15 inches in diameter, from which extend f 
arms which meet together in a small body under t ' 
port four 2%-inch plain socket covers on re 


These arms sup 
tions forelectric 
and chains 


F he arms 


lights. The wired fixture has silk cord ron 
and keyless sockets. Frosted fancy ribbed glass shades in prism effect 
ze ut Complete With 
Bare, Without V Glass Shades 
Catalog No. Style Glass Shades Shedes. as Shown 
Not Wi Ww { w { 
SO. 387 S10.85 


90 of 


8445219 4-Light 
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Ornamental Electric 


N 


One-Light Ceiling Light 


Length to bottom of glassware, 17 
inches. Made of genuine brass in brush 
(satin) brass and black finish, Tt has an 
oval ceiling pan, 8 inches long and 4 inches 
wide, with plain concave center and edge 
embossed in reed and ribbon design, 
From the center of the pan extends a 34 
inch socket cover embossed in reed and 
ribbon design on link chain connection 
The fixture is wired with silk cord run 
through the chain and Keyless socket, Six 
paneled frosted pointed closed bottom 
#lass shade in reed and ribbon design. 


No, S4A52 44 


Price, complete as shown, 


$3.35 


Two-Light 
Sheffield 
Ceiling 


Fixture | 
Pw SS 


Length to bottom of glassware, 10% inches. 
ons of ceiling pan, 12 inches long and 7 
Made of genuine brass in by 
This oblong cei 
pan is embossed in Sheffield design, with convex 
From the ends of the pan 
are suspended two 24-inch Sheffield ke 
chain con. 
The fixture is wired 


Dimensi 
inches wide. 
(satin) brass and black finish. 


center and cast knob. 


socket covers on solid brass link 
nections for electric lights. 


with silk cord laced through the chains and key- 
Fancy square frosted glass shades, 


less sockets. 


No. 84A5247 
Price, complete as shown 
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One-Light Prism Ceiling Light 


Length to bottom of glassware, 15 
inches. Made of genuine brass in 
brush (satin) brass and black finish. 
Tt has a round ceiling canopy, 6 inches 
in diameter, embossed in reed and rib 
bon design around edge and decorated 
With o cast leaf design ornament, 
From the center of the canopy ex 
fends a 84-inch Keyless socket cover 
on link chain connection, decorated 
to mateh the canopy and pierced for 
prisms, The wired fixture has silk 
cord laced through the chain and key 
less socket. The shade is composed of 
ten S-inch genuine cut erystal glass 
Colonial style prisnis 


No, 84A5243 


Price, complete as shown, 38 


95 


Square Beam Light 
Genuine brass, brush (satin) 
brass and black finish, The 
square canopy is 3 inches in 
diameter, with screw holes for 
attaching, and has a cast brass 
ish tulip shape husk and keyless 
ne socket. The complete fixture 
is fitted with round 24-inch 
frosted glass 16-candle power 


b 


yless electric lamp with Edison 
base, 
No. 3445234 
Without Complete 
temp with inmp 
80e 98e 


2 B4.85 


plasewe ire, 
Fitted with wired pe 
light. 


Catalog No. Style | Size of Glass | Gings Bowl com ee 
A7025 | 1 -Light | 8-inch $2.47 52.77 
A7026| 2-Light | 10-inch 3.06 3.56 
:A7027 | 8- Light 12-ineh | 4.08 4.75 

S4A7028 | 8-Light = 14-inch 5.28 6.13 


Ceiling Lights 


Electric Ceiling Lights 
Ce iling band, which is extra deep and massive, is made of gen- 
brass in brush (satin) brass finish with hinged holder for 
which has a thumbserew on side for locking hinge. 
lain separable keyless socket for electric 
Frosted glass hemisphere bow]. 


Without 


One- Light Pie Ceiling Light 


Length, to bottom of glassware, 15 
inches. Made of genuine brass in 
brush (satin) brass and black finish. 
The round canopy is 8 inches in diam 
eter and is embossed around the e 
in laurel wreath and ribbon design 
with Sheffield center. From the cen 
ter extends a 34-inch laurel wreath 
socket cover on solid brass ring con 
nection for an electric light. The 
fixture is wired with silk cord la 
through the chain and keyless socke 
Dainty prismatic shade, measurit 
inches in diameter and 5 inches in 
height, composed of amber color 
Jewel beads and crystal reeded prisms. 


No, 8445241 


complete as shown, 53.48 


Price 


Round Beam Light 
Genuine brass in 
(satin) brass and bl. 
It has around 


brush 


finish y 


canopy, 3% 


Two-Light Spindle Ceiling Fixture 
Length to bottom of glassws 
mensions of ceiling pan, 14 inches long and 8 inches 
Wide, Made of genuine brass in brush (satin) brass 
and black finish. The oval ce 
embossed around the e 
plain oval convex cent 
From the ends of the 
mental spindle® support 


20 inches. Di 


iling pan is beautifully 
fe in beaded design, with 
and cast brass acorn knob. 
Mn are suspel nded two orna- 
ng 24-inch embossed socket 
covers on lid brass link chain connections for 
electric lights. The fixture is wired wit! 
ran through the spindles and chains and ke 
Satin finish frost 


brass tulip shape 
fitted with k 
The complete f 
with round 


husk and 
less socke 
ure is fitted 
24-inch frosted 
glass 16-candle power electric 
lamp with Edison base. 


No. 


Without 
Lamp 


ilk cord 
rekets. 


3445283 


bell shape fluted glass 
o. 84A5280 
Price, complete as shown . 


sions of pan 


One-Light Ceiling Fixture 
Length to bottom of glassware, 16 
Made of genuine 


inches in diameter, with screw| 4 \ 5 Z » } 
holes for attaching, and a cast = 


artistic design and decorated in center with an orna 


Frosted glass shades with clear crystal ribs 


16 inches 
brass in brush (sitin) 
brass and black finish. It has a massive 
ceiling canopy, 9 inches in diameter 
:) 34-inch le 2 2g beautifully embossed around the edge in 
"ket cove re zc conventional floral design. From the 
2c for @ > light. The center of the canopy extends a 84-inch 

i 2 i ir i silk ec ace embossed socket cover to match canopy 
at ona brass chain connection for an electric 
1 t. The fixture is wired with silk cord 

3 laced through the chain and keyless soc 
x 7 f ¢ ket. Frosted glass embossed paneled shade 

: ads srystal rei “ with cl glass corners in floral design 

No, 34A524 No, 34A5223 
*rice, c ate a Brine Price, complete as shown. 93.29 
f tH i 
| Two-Light 
f : Embossed ‘ s 
: : f ae \ Oval y io \% 
s i ASS 6 °k fi Ceiling . 

Fiature ete F 
Breas | tu ap c a Length to bottom of glassware, 1014 inches, Dimen- 

a evless socket. sions of pan, 14 inches long and 74 inches wide. Made 

ec ; 2 of genuine brass in brush (satin) brass and black finish 
He eee SaaS The oval ceiling pan is embossed around the edge in 

A a TL 2 Edis ES mental cast brass acorn nob. From the ends of the 
84A5285 pan Ste SUSPSAT EL two 24-inch embossed keyless socket 

RIS == SS covers on solid brass link chain connections for electric 

s 3. Complete lights. Fixture is wired with silk cord and keyless 

3 Garp” _WithLamp sockets. shades w srystal ri 
So ORR 80c 98e No. 34.45263 Price, complete as shown, : 
SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


| 


I 
Made 


One-Light Gilded Ceiling Light forms 
Length to bottom of glassware, 16 inches. 
Made of genuine brass in Etruscan gold 


fnish. The round t brass ceiling cano- finish 10x 
py. 6% inches in diameter, is handsomely No. 3445242 ter marble 
hased. From this canopy is suspended a 3 3 ‘ £1.39 J 
“inch spun brass keyless socket cover Complete, as shown,....-.. D1. Sf No. 


with cast brass fluted design top on faney 
ist loop ck 1 connection for one electric 
light. The fixture is wired with silk cord 
iced through the and keyless 
weket. itin finish sted glass shade, 
tlosely resembling Italian marble, richly 
mbossed in festoon laurel wreath and 
torch design with reed and ribbon border 


No. 34A5272 


Complete, as shown.......-- $3.98 


Two-Light Square Ceiling Fixture 
Length to bottom of glassware, 14! inches. 
Spread, 10 inches. Made of genuine brass in brush 
‘satin) brass finish. It has. square ec: eiling & ATOPY, 
6 inches in diameter, and square stem, “4 inch in 
diameter, with square cast body from which 
*xtend two square arms. The fixture is wired and 
fitted with keyless sockets and 2!4-inch brass shade 
tings. Frosted glass square shades. 


N No. 34 A: 9216 Complete, as shown. $2.59 


SEARS, ROEBUCK AND CO., ¢ 


One-Light Ribbed Ceiling Light 
th to bottom of glassware, 10 inches 
f genuine brass in brush (satin) 


brass and 
ceiling pan, 61 
edge embossed in reed and ribbon design 
and plain 
34-inch holder for glassware. 
Complete fixture is fitted with porcelain 


separable 
frosted glass ball with clear crystal stripes. 


ble ack finish. It has a brass 
» inches in diameter, with 


spun extended center that 


keyless socket, la faney 


One-Light Fancy Ball Ceiling 
Fivture 

Length to bottom of ball, 84% inches. 
Made of genuine brass in brush (satin) 
brass and black finish. It has a ceiling 
band, 7% inches in diameter, beautifully 
embossed around the edge in laurel 
wreath design, with plain center extend- 
ing to forma 34-inch holder for glassware, 
embossed in laurel wreath and ribbon 
design, The fixture is fitted with porcelain 
wired separable keyless socket. Satin 
finish frosted 6-inch glass ball, closely 
resembling marble, beautifully etched 
with center band in seroll design and 
conventional rosette at bottom. 


No. 3445266 


Complete, as shown.... 


Thr 


Length to bottom of glasswa 


three solid brass link chains. 


‘HIC AGO, ILL. 


One-Light Ceiling Fivture 


assware, 1 inches. 


Made of genuine brass in c 
Mie maseivelceling One-Light Fancy Ceiling Light 


Length to bottom 0 
of ceiling pan 
brush (satin) brass finish 
14 inches in diameter, is heavily embossed in oak leaf Length to bottom of fringe, 13 inches 
and acorn design. with spun brass -inch holder for Diameter of canopy, 5 inches, Made of 
Fitted with wired keyless socket. Satin genuine brass in brush (satin) brass and 
nch frosted glass bow] resembling alabas 
beautifully embossed in floral design. 


Complete, as shown. . 


glassware. 


Light Shep lid oe Gripe Electric Shower 


Diameter of pan, 12 inches. 
5 inches ina ameter, and short reeded stem support- 


From the edge of the pan are suspended 


22 inches. 


brass and black finish, It has ane »mnbossed Sheffield ceilin 
ing the 12-inch pan. The pan is richly e mbossed in Sheffield ait grape design 
The fixture is wired with silk cord laced through the chains. key sockets and 24-inch 


shade holders. Fancy tulip shape frosted glass shades 


No, 8445755 Complete, as shown 


Ceiling Lights 


i hain i Hl | 

| | | ith ii i} 

HTM 

| iW Hi u} } tH {hh} 
Diameter wae OAD {jy dia! 


black finish. The ceiling canopy, 5 inches 
in diameter, is plain and has applied cast 


this canopy is attached a cast brass faney 
socket cover (husks) for one electric light 
Phe fixture is wired and has keyless sock 
et and 24-inch shade holder. Frosted 
glass shade, flaring to 6 inches at the bot 
tom, with 3-inch erystal beaded frin 


No. 34A5248 


Complete, as shown. ........ $2.48 


One-Light Ball Ceiling 
Light 


Le h to bottom of glass ball, 
7 inches. Brass ceiling band, 
brush (satin) brass finish. This 
band measures 7 inches across 
the top and has a 8%-inel: titter 
for glassware, The complete tix- 
ture is fitted with porcelain base 
keyless socket. Frosted glass 
t-ineh ball. 


No. 84A7011 


Complete, as shown... .65¢ 


10 in 


brass leaf ornaments. To the bottom of 


brass finish It has a 
genuine brass in brush (satin) 4 inches in diameter, 
diameter, with a rounc 
two round arms to! 
fitted with Keyless 
Frosted erystt 
84A521 Complete, as shown. .>2- 


One-Light Grape Ceiling Fixture 
Length to bottom of glassware. 12 inches 
Made of genuine brass in brush (satin 
brass and black finish. ceiling 
canopy, 8 inches in dian vutifully 
embossed in leaf and m design. From 
the center of the y extends a 314 
inch embossed socket cover in leaf desizn 
on brass link connections. The fixture is 
wired with silk cord laced through the 
chain and keyless socket. Closed bottom 
frosted glass shade embossed in gripe de 


sich 
No. 34A5214 
Complete, as shown....... 33.65 


-Light Round C go Fixture 


h to bottom of glasswa nes. Spread 
s. Made of gent brush (satin) 
brass canopy 

stem, 7S inch in 

rom which extend 
fixture is wired and 
2*4-inch brass shade 
lon shape glass shades 
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» 


One-Light Round Pendant 


Length to bottom of glassware, 
inches. Made of solid brass in bi 
(satin) brass finish. It has ae 
canopy 4% inches in diameter, wit) 
inch solid brass stem for one elect 
light. The wired fixture has a key 
socket and 24-inch shade holder, Plain 
frosted blown glass shade. 


No. 3445200 


Bare, | Comple! ‘omplete 
without | but With: {With Ginss 


Style Gloss out Gloss | Shade 
hade, Shade, | as Shown, 

Not Wired] Wired | Wired 

I-Light | 45e¢ T6e 85e 
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Electric Pendants and Ceiling Lights 


be 
| ' 
| 
! 
| 
H 
} 
a | 
Plain Ball Ceiling Light Fancy Ball Ceiling Light 
Length to bottom of glass Length to bottom of glass 
ware, 18 inche: Made of g ware, 10% inches. Made of genu- 
ine brass in brush (satin) brass ine brass in brush (satin) b 
finish. The ceiling band is extra j finish. The ceiling band m 
large and deep, It measures 7 ures 514 inches in diamete: 
inches in diameter at top, with top, with a 84-inch holder at 
a finch holder at bottom for bottom for glassware: ‘itted 
glassware, Fitted with wired with wired po! E ible 
porcelain separable keyless keyless socket for one electric 
socket for one electric light light. Frosted glass s-ineh ball 
Frosted 8-inch ball with clear beaded ribs. 
No, S4A7024 No, 3447023 
Complete as shown SLAT Complete as shown $1.08 
| ae f 
/ / 
/ / 
/ q / 
« l 4 
1 . - 7 ee 
wo-Light Round Pendant ; % > > : . 
_ Length to bottom of glassware, 36 inches One-Light Fancy Round Pendant Two-Light Square Pendant One-Light Square Pendant 
Spread, 12 inches. Made of genuine brass in _ Length to bottom of glassware, 36 Length to bottom of glassware, 86 inches. Length to bottom of glassware, 36- 
brush ( n) brass Mnish., It has a round inches. Made of genuine brass in brush Spread, 1114 inches. Made of genuine br: MN Made of genuine brass in brusli 
Bya-inch c ling canopy, “-ineh stem and two (satin) brass finish. Tt has a large ceiling in brush (sa It has a square (satin) br finish. It has a square 
“-inch round arms for electric lights, with canopy #4 inches in diameter, and stem #4-inch cei neh square stem canopy 4!4 inches in diameter, wit! * 
turned center and end fittings, The wired ‘<-inch in diameter for one electric light. and two square arms ‘4 inch in diameter for inch square stem for one electric light. 
fixture has ey sockets and 24-inch brass The wired fixture has a key socket and electric lights, with cast fittings. The wired The wired fixture has a key socket and_ 
sey pe nubosead. frosted glass shades 24-inch shade holder, Plain frosted bell fixture has key sockets and 24-inch shade 21-inch shade holder. Square frosted 
ith beaded ri a shape glass shade. holders. Square frosted glass shades. flass shade. 
+ No; 34A5211 = No. 3445202 No. 84A5206 . 8445204 
Bare, | Complete, | Complete — “Rare, | Complete.) Complete = = Bare) complete, | te - 7 ye | comple 
| Y u @ - " . are, plete, Complet Bare, C ete, | Complete 
Ce ee Eo ae : Without With Glass Without | hurwiuk: | with Glass Without | bucwiih: (With Glass 
Shades, Tahini opie has eae: Style lis Shade Style Glass out Glass | Shades Style Glass | outGlass | Shade 
Tiree 4 iJ Vi .) Jen re as Is S Sy cs, S vn, Sl S| Pe, s Shown, 
o—=| Not Wie —_Wired’_|__Wited Not Wired “Avired NuvWirea | Wired’ | “wired” Roa || SECO Sg 
-Li 5 2.4 $2.6 ; : & Pa 21 ap | ; % eH a ae o ) 
ight) $1.68 | S2.dd | $2.68 I-Light} 68e | $1.09) $1.18 2-Light! $1.88 | $2.60 | $2.88 I-Light) 65¢e | 98¢ | $1.12 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


ne- Light Ceiling Pendant y) 
Length to bottom of glassware, ] 


S inches. Made of genuine 
fiss in brush (satin) br: fin- 
h. [thas a round ceili im- 
py, 4% inches in diameter, and 
inch stem, fitted with link 
win connection for one electric 
ght. The wired fixture has 
Ik cord run through the fixture 
ud chain, keyless socket and 
‘inch brass shade holder. 
lrosted glass open bottom 
fectrie shade. 


No. 34A4910 


“Rare, Complete, | Complete 


Without | but With: | With Glass 
Glass out Glass | Shade as 
Shade, Shade, Shown, 
Kit Wired Wired Wired _ 
d5e 97e $1.09 
ss -=- 


One-Light Ball Pendant 


Length to bottom of ball, 86 inches. 
Made of genuine brass in brush (satin) 
brass finish. It has a ceiling canopy, 
inches in diameter, with short 
stem. To this stem is attached a solid 
brass round link chain supporting tinch 
globe holder for one electric light. The 
wired fixture has silk cord laced through 
the chain and key socket. Frosted 
glass 8-inch ball. 


No. 3445282 


~ Complete 


Bare, Comple 1 
Without but Without | With Glass 
Glass Ball, Glass Ball, | Ball as 
_Not Wired _ Wired |__| Shown, Wired 
|__#1.68 $1.98 


Chain Pull Light 


Length to bottom of glass 
ware 
zenuine brass in brush (satin) 
brass finish. 
ceiling 


band, 544 
diameter at ae with a 3\4- 
holder for 
Wired and fitted with brass p 
chain pull socket. 
glass 6-inch ball 


inch 


Complete, | 

Without 

Glass Ball, 
Wired _ 


I 


Made 


inches of 
x bas a round 
inches in band is 
with a 
glassware 


Frosted 


No. 84A7043_ 1 No 


Complete Bar 
With Glass Ball 


as Shown, 


Wired Wired 
98e 31.138 55e 


One-Light Chain Pendant 


Length to bottom of glassware, 30 
inches. Made of genuine brass in 
brush (satin) brass finish. It has a 
round ceiling canopy, 4% inches in 
diameter, with short stem and solid 
brass link chain for one electric light. 
Che wired fixture has silk cord laced 
through the chain. Key socket and 
214-inch shade holder. Fancy 5-inch 
frosted glass ball with beaded crystal 
ribs. 


C comple te 
hw. ith Glass Ball 
chown, 
ired 


$1.35 


but Without 
Glass Ball, 
Wired __| 


1.20 


Not Wired 


7T5e 


SRARS, RC ROEBUCK AND CO., CHICAGO, ILL. 


Fancy Ceiling Light 


Length to bottom of glass. 
ware, 74 
genuine brass in brush (satin) 
brass: finish. 
54 inches at top, 
24-inch holder for 
elassware, 
elain 

socket for one electric light. 
Frosted prismatic shade with 
deep crystal mitered ribs. 


. 8447021 


Without 
Glass Shade, 


Di | om 


: 


Made of 


M4 inches 
ine brass 


inches. 


The ceiling 


fitted with wired 
separable keyless 


flass 
amp. 


No. 


Shade as Reflector 


Shown, Wired Wired 
76e 86c 
/ 


& o 


One-Light Reflector Pendant 


Length to bottom of glassware, 36 
inches. Made of genuine brass in brush 
(satin) brass finish. It has a round 
ceiling canopy, $44 inches in diameter 
with short stem and solid brass round 
link chain for one electric light. The 
wired fixture has silk cord laced 
through the chain, Key socket and 
24-inch shade holder. Frosted glass 
40 and 60-watt tungsten reflector. 


No. 84A4916 


Complete With 
Glass Shade 


Complete, 
but Without 
Glass Shade 


Bare, 
Without 
Glass Shade, 
Not Wired 


(xe 


Chain Pull Light 


Length to bottom of glass, 
Made of genu 
brass finish. It has a round 
ceiling band 6% inches in 
diameter at top, witha 2% 
inch holder 
Wired and fitted with brass 
chain pull socket 

reflector for 


S4AT045 


Complete, but 
Without Glass 


Ler 
re 


brush (satin) 
brass finish. 
ceiling band 54 


diameter at t 


yr glassware 
fitted 
Frosted 
25-watt 


| Complete With Bare, 
Glass Reflector Without 
as Shown Glass Ball, 

Wired. Wired 


51.01 67¢ 


One-Light Mission Pendant 


Length to bottom of glassware, 30 
inches. Made of genuine brass in brush 
(satin) brass finish. It a ceiling 
wmopy. 44% inches in diameter. and 
solid brass round link chain support 
ing a3M%4-inch key socket cover for one 
electric light. The wired fixture has 
silk cord ed through the chain and 
key socket. Frosted glass shade with 
black design to imitate black iron cage 


No. 384A 


Bare, Comp! 


2838 


‘omplete With 


Without — but Without | Glass Shade 
Glass Shade, Glass Shade, as Shown. 
Not Wired Wired Wired 

1.25 $1.73 . 


Ball Ceiling Light 


eth to bottom of glass 

® inches. 
“nuine brass in brush (satin) 
It has a round 


with a 3% 
inch helder for glassware 
with porcelain sepa- 
ble keyless socket. Frosted — | my 
ass 6-ineh ball. 


No. 34A7022 


Complete 
With Glass Ball 
as Shown, 


é aa 


One-Light Ceiling Pendant 


Length to bottom of glassware. 
17 inches. Made of genuine 
brass in brush (satin) brass finish, 
It has a round ceiling canopy, 
inches in diameter, and %4- 
inch stem. ‘This stem is fitted 
with a link chain connection for 
one electric light. The wired 
fixture has silk cord run through 
the fixture and chain, keyless 
socket and 24-inch brass shade 
holde Frosted glass tungsten 
reflector for 25-watt lamp. 


Made of 


inches in 


Wired 


82¢ No. 3444909 
Complete. Complete 
Without | but With With Glass 
| Shade as 
Shown. 
red Wired 


One-Light Dome Pendant 


Length to bottom of glassware, 36 
inches. Made of genuine britss In brush 
itin) brass finish. It has 4 round ceil- 
ing canopy. 444 inches in diameter and 
short stem fitted with solid brass link 


chain fitted with 34-inch plain socket 
cover for one electric light. ‘The wired 
fixture has silk cord runt eh the 
chain and key socket. Frostec glass 


dome shade, 7% inches 
No. 34A5297 


"Bare ~ Com 


plete With 


Without but W lass Shade 
Gloss Shade, | GI as Shown, 
Wired _ 


Not Wired 


$1.15 | 51.60 $2.15 
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One-Light Semi-Indireel 
Pendant 


Length to bottom of knob, 36 
inches. Made of genuine brass 
brush (satin) brass finish. It has 
a round ceiling canopy, 44 inches 
in diameter, and short stem, to 
Which is attached a solid brass 
round link chain supporting a 
brass harp and keyless socket 
holder fora 60-watt lamp. The fix- 
ture is wired with silk cord laced 
through the chain, and keyless 
socket. Shallow flaring opal glass 
tungsten reflector in ribbed design, 


No. 3445293 
Price, complete as shown... $2.48 
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One-Light Semi-Indireet 
Ceiling Fixture 
Length to bottom of fixture, 15 
inches, Made of genuine brass in 
brush (satin) brass and black finish, 
vineh ceiling canopy with corru 
wilted edge and plain pointed cen 
ter terminating ina keyless socket, 
From the sides of the canopy ex 
fend three round brass chains 
supporting a reeded brass body 
with cast brass knob, which forms 
a 2\-inch holder for the 6o watt 
ribbed opaque glass shade reflec 
for, The fixture is wired and tit 
fed with one keyless socket 


No. SHA5261 


Price, complete as shown, 33.25 


Electric Penda 


One-Light 


Length to bottom of glassware, 36 inches. 


\ 


One-Light Indirect Ceiling 
Fixture 

Length to bottom of fixture, 2014 
inches. Diameter of pan, 12 inches. 
Made of genuine brass im brush (satin) 
brass finish, It has a round ceiling 
canopy, 5 inches in diameter, with 
short link chain stem fitted with key- 
less socket holder for a 100-watt elec 
tric light. A brass frame supports a 
I2inch indirect brass pan, white 
enamel on the inside. The fixture is 
wired with silk cord laced through 
the chain, and Keyless socket, 


No. 384A6012 


I Sy ¢ 
Price, complete as shown... 33.98 


nts and Ceiling Lights 


Length 


a ae 


One-Light Inexpensive 
Ceiling Fixture 

Length to bottom of ssware, 
16% inches. Made of genuine 
brass in brush (satin) brass finish. 
It has a round ceiling tho 
inches in diameter, 
stem “4 inch in diameter. From 
this stem extends a solid brass 
link chain connection for electric 
light. The fixture is wired with 
silk cord run through the fixture 
and chain, and has keyless socket 
and 2\4-inch brass shade holder. 
Frosted glass clear crystal ribbed 
shade 


No. 34A4908 


Price, complete as shown. 51.25 


One-Light Pendant 


to bottom of glassware, 36 


One-Light Semi-Indirect 


Made of genuine brass in brush (satin) 
brass finish. It has a large plain round 
ceiling canopy 414 inches in diameter, 


with round stem 4 inch in 
fitted with a 2! 


has key sock 
inches in diame 


No. § 


|A5208 
t 


\ hut \ 
out Glass 
Shade, ooh nde. 

Not Wired Wired 


: The | 9e | $1.47 


Style 


neh key socket cover 
for one electric light. The wired fixture 

Prismatic shade, 744 
er, for 40 or 60-watt lamp. 


~ With) Complete, | Complete 
Bare, With: th: With Glass 


inches. Made of genuine bras 
(satin) brass finish, It has 
inch ceiling canopy with "4-inch stem. 
To the stem is attached a 24-inch plain 
y socket cover on link chain connec- 
tions. The wired fixture has silk cord 
laced through the fixture and chain, and 
key socket. Ribbed opal gla 
flector for 40 or 60-watt electric 


No. 3445209 


vith. Complete, | Complete 
Bare, With- but With- | With Glass 
Btyle out Glass 


T-inch re- 
ight. 


iat © [AE | Aa 
(Shade | Shed | aston, 
Not Wired] | Wynde, | 68 Show! 


I-Light | 98 | $1.63 


Pendant | 
46 


Length to bottom of knob, 
inches. Made of genuine brass in 
brush (satin) brass finish. It has a 
round ceiling canopy, 444 inches it 
diameter, and short stem, to which 
is attached a solid brass round 
link chain supporting a brass harp 
with keyless socket holder for a 
60-wattlamp. The fixture is wired 
with silk cord laced through the 
chain, and keyless socket. Deep 
opal glass tungsten reflector is ill 
ribbed design. 

No. 3445292 


Price, complete as 


2.68) 
shown. 2-0 


, 


ROEBUCK AND co., CHICAGO, ILL. 


One-Light Sheffield 
Chain Pendant 


Length to bottom of glassware, 36 
“hes. Made of genuine brass in 

sh (satin) brass and black finish. 
thas 15-inch embossed SheMeld 
tiling canopy with short stem. 
Tom this stem is suspended a solid 
Mss chain supporting a 3%-inch 
Setlield key socket cover. The fix- 
fe is wired with silk cord and key 
“cket, Frosted glass melon shape 
tlosed bottom ball. 


No. 34A5277 


complet 


$2.45 


ie 


Ornamental | Electric 


One-Light Art Glass 
Lantern 


Length to bottom of glassware, 36 
inches. Made of genuine brass in 
brush (satin) brass finish. It hes a 
4%s-inch ceiling canopy with short 
stem, From this stem is suspended 
a solid brass chain supporting a 
square cut-out brass frame, 7x5%% 
inches at bottom, with green art 
glass sides, The fixture is wired 
with silk cord and chain pull socket. 


No. 3445291 


Price, complete .. 


68 


One-Light Square 
Pendant 


Length to bottom of glassware, 36 
inches. Made of genuine brass in 
brush (satin) brass finish, It has a 
-inch square ceiling canopy and 
square stem fitted with 
* loop and link connections 
tic light. The fixture 
is wired and fitted with key socket 
and 2\%-inch shade holder. Frosted 
glass square 60-watt tungsten reflec- 


tors. 
No. 34A4912 
Price, complete ......- 08 


LARS, ROEBUCK AND CO., CHICAGO, ILL. 


One-Light Art Glass 
Chain Lantern 


Length to bottom of lantern, 36 
inches. Made of genuine brass in 


brush (satin) brass finish, 
i%-inch ceiling canopy 
stem. From this stem is susp 


glass. The fixture is wired 


Ith 


nded 
a solid brass link chain supporting 
a brass lantern, 644 inches square 
and 945 inches high with amber art 


with 


silk cord and chain pull socket. 


No. 3445289 


mplete 


3.95 


One-Light Oval Chain 
Pendant 


Length to bottem of glassware, 36 
inches, Made of genuine brass in 
brush (satin) brass finish, It has 
a square ceiling canopy, 442 inches 
in diameter, and solid brass square 
rod, oval link chain with castsqua 
loops at top and bottom, fitted. The 
complete fixture is wired with silk 
cord and key socket and 2%%4-inch 
shade holder. Frosted glass square 
shade with Grecian border, 


No. 34A4914 


Price, complete 


Chain and Fancy Pendant 


ret fr 


eee P| tie 


One-Light Spindle Ball 
Pendant 


Length to bottom of ball, 36 inches. 
Made of genuine bross in brush 
(satin) brass finish, It has a 4% 
inch ceiling canopy and short stem. 
From this stem hangs a 1Iéinch 
dle on link chain connec 
Hon fitted with 3%4-inch key socket 
cover. The fixture is wired with 
silk cord run through the spindle 
and chains and a key socket 
Frosted glass 6-inch ball, 


No. 34A5284 


Price, complete.....-» 


$2.49 


One-Light Sheffield 
Chain Pendant 
t ossware, 


eek Brish 
mbossed Sheffield 
with short stem. 
hangs a solid bress 
sed 34-inch Shef- 
. The Oxture is 
sitk cord and key socket. 
osed bottom glass shade, 

i with black, 


No. 3445278 


Price, complete ... 
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Electric Hall and Bedroom Pendants 


ERE SS }) el 
TIITIIIITIT 
| | \ il j! 
\a ae Wwe 
| Ss | ee | en oo 
i on . ¥ ne 
! Two-Light Stem Fixture 
A 4 " A Length to bottom of glassware, 20 inches 
Z-Light Yopepesesedey Composition — spread, 11 inches, Made of genuine brass in 
Electric it i Pendant brush (satin) brass and black finish, Ithasa plain 


Length to bottom of xlassware, 36 
inches. Made somposition in Roman 
gold or Tiffany green finish, (State finish 
desired.) It has a round tinch ceiling 
canopy handsomely embossed in dainty 
rose wreath and fluted design, A solid 
ss link chain supports a 3\%4-inch key- 
s socket cover, to match canopy, for 
one electric light. The fixture is wired 
with silk cord laced through the chain, 
and keyless socket. Dainty prismatic 
shade, measuring 4 inches in diameter 
and 7 inches in length, composed of green 
Jewel beads and erystal reeded pencil 


pen: No. 3445260 
Price, complete as shown. $4.98 


Sinch canopy with “cinch stem. The oval 
brass body pan measures 14 inches long and 74 
inches wide end hasa handsomely embossed edge 
in artistic design, with plain convex center and 
ornan tal cast brass Knob, From the end of the 
pan are suspended two 2\4-inch embossed socket 
covers on solid brass link chain connections for 
electric lights. The wired fixture has silk cord 
laced through the chains, and key sockets, 
Frosted glass fancy ribbed shades, 


No. 8445298 


Rare, Without Complete. but |Complete With 
hi 


Style Glass 


Not 


ades,| Without Glass {Glass Shades as 
fred | Shades, Wired Shown, Wired 


2-Light| $3.95 | Sk.o3 


$4.95 


One-Light Luceo Ball Pendant 


Length to bottom of ball, 29 inches. 
Made of genuine brass in brush (satin) 
brass finish. It ha large 5-inch ceiling 
canopy with short stem. From this stem 
hangs a solid brass round link chain sup 
porting a massive 4inch shade 
holder with lamp regulator ornamented 
With an embossed reed and ribbon band 
around top fitted for one electric light. 
The wired fixture has silk laced 
through the chain, and keyless socket 
Satin finish light diffusing 6-inch Luceo 
glass ball embossed in Grecian de 


brass 


cord 


- 84A7565 
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Price, complete as shown. 


Two-Light Chain Pendant 


Length to bottom of glassware, 32 inches 
Spread, 12 inches. Made of genuine brass in 
brush (satin) brass and black finish. It has an 
embossed laurel wreath ceiling ¢: nopy, 6 inches 
in diameter, and two solid brass link chains 
supporting an ornamental oval pan 14 in 
and7 inches wide. Beautifully embossed around 
the edge in laurel wreath design. From the bottom 
extend two 2%4-inch embossed key socket covers 
on link chain connections for electric light. The 
Wired fixture has silk cord laced through the 
chains, and key sockets. Satin finish frosted glass 
bell shape shades embossed in oak leaf design. 


No, 8445210 


Bare. le 
ut | Complete, but |Complete With 
ci ahout. | Without Glass |Glass Shades as 
Not Wired} Shades, Wired | Shown, Wired 


Style 


2-Light| $4.85 | $5.65 $6.65 


One-Light Rod Pendant 


Length to bottom of glassware, 36 
inches, Made of genuine brass in brusit 
(satin) brass and black finish. Ceiling 
canopy, 5 inches in diameter, with short 
stem faney loop connections. To the 
stem on ring connections is attached a 
‘S-inch reeded rod with fancy turned 
solid bra ornaments in center, sup- 
porting a 84-inch plain spun socket 
cover for one electric light. ‘The fixture 
is wired with silk cord run through the 
rod and ring connections, and key 
socket. Frosted glass 6-inch round ball 
with Grecian key embossing. 


No. 3445298 
Price, complete as shown, .52.29 


SEARS, ROEBUCK AND CO., CHICAGO, IL!. 


One-Light Prismatic 
Pendant 


Length to bottom of 
glassware, 22 inches. Made 
of genuine brass in brush 
(satin) brass and black 
finish. It has a spun brass 
ceiling canopy, 5 inches in 
L diameter, with short stem 

ength to bottom of fixture, 33 . a3 pk titted with cast loop. To 
pclies. This very handsome fixture is o- Light Hall or ri thisloop js attached u 
jade of genuine brass in brush (satin) e ao on Fivture S \ } short solid brass rounc 
ae It has a round embossed Den Fixture ——— link Gite supporting an 
luted ceiling canopy, 5 inches in diam- Length to bottom of glassware. 36 inches. Madeofzenuine — Qrnamenta = spl alee 
Pruatted Raith abort Bem and cast brass in brush (satin) brass and black finish. Tt has a round puede solders fh eee ct 
fins or yan Or inistehsin connec: brass ceiling canopy, 544 inches in diameter, embossed in leaf Pic holder has a hand- 
Penile cued scroll arena i iree st loop. From this loop extends brass chain. \yye1y embossed border in 
7 efully curved scro| arms anc solid inch spun body pan with ornamental beaded Roman scroll. design: the 
Ass round link chains supporting brass acorn knob in center. From the outer Gage of which is pi Maa 
Ee bende bodys 10) che in edge of the pan extend two solid brass rods. supporting an POM Diana Tne ARCaterin 
tg ar oieog st les in length. The — oval pan. 12 inches long and 7 inches wide, heavily embossed (OF Pastth silk cord laced 
pb.o this body forms a 3 44-inch hold- in leaf design. From the edge of the pan extend two cast through the chain, and 

for the glassware and the lower  prass flat arms from which are suspended two 2%inch  (é\quss socket. ‘The shad 

art is beautifully embossed in clas eonLcEeedl soarathcoveraatolmatchispanmontaolid) brass ine cy secon peau e ana oe 
sign. The fixture is wired withsilk chain connections for electric lights. ‘The wired fixture has}, composed of, eighteen 
‘rd laced through the chain and has silk cord run through the in and rods, and key sockets. CTE mand cue 
i al glass Colonial style 


One-Light 


Colonial Fiature 


w 
. 


fie keyless socket for electric light. White satin finish fluted design glass shades. ; 
Dlonial urn shaped frosted glass chim- << — ASTER WGA COMDIEL I EEE bal 
ty, exquisitely etched in festoon, are, \ ‘complete, ‘omplete je 7 
y exau Ne : : ac), | out Glass | but Without | With Glass No. 3445262 
wknot and floral design, Catalog No. Style Shades, |Glass Shades.|_ Shades as ae 
Not Wired Wired |Shown. Wired Price, complete as 


No. 34A4950 


$7.98 


Two-Light Hall or 


4. Bedroom Fixture 


Length to bottom of glas: 
Made of genuine b 
It hasa spun t 
and a symmetri 


s in brush (satin) brass and 
s ceiling canopy 444 
al round squat 
fancy corrugated brass ornament 
asures 7 inches in diameter and is embossed on the 
e in fluted rosette design with ornamental cast 
From the side of this body extend two solid brass 
cast arms in leaf design, from which are suspended two 
214-inch plain spun socket covers on link chain connec 

The wired fixture has silk cord 


black finish 
in diameter, 
mounted by a 


canopy 


tions for electric lights. 
run through the stem and arms, and key sockets 
ancy ribbed bell shape el: 


Catalog No. 


34A5226 2-Light) $6.35 


shown ... 


tice, complete as shown..39.75 8445227 | 2-Light $6.10. | $6.99 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


One-Light Halil 


Colonial Fixture 

Length to bottom of fixture, 35 
inches. Made of genuine brass in brush 
(satin) brass finish. It has a ceiling 
3 inches in diameter, and fan 
cy cast brass ball. Three solid brass 
round link chains support a spun brass 
Colonial urn shaped body, 7 inches m 
diameter and 10 incl ecm by 

4 so iree fancy ust brass arms. 
mean f tl Sa em iaeetnee 


Fitted wit! 

ware at top and a turned brass orna- 
ment at bott The fixture is wired 
with wed through the 


s is a keyless socket for 
electr Colonial urn shaped 
] 1 beautifully etched in 
i conventional floral desizn 
No. 34A4951 
Price, complete as shown.. 58.98 
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One-Light Ornamental Ball Pendant 


Length to bottom of bowl, 30 inches, Made 
of genuine brass in brush (satin) brass finish. 
It has a round spun ceiling canopy, 6 inches 
in diameter, and short stem and ring, From 
the ring hangs heavy solid brass round link 
chain supporting a spun round body with 
tapering top measuring 8 inches in diameter, 
the bottom forming a 5-inch shade holder 
for glassware. The wired fixture has silk 
cord laced through the chain, and keyless 
socket for one electric light inside of ball, 
Satin finish 10-inch glass bow] resembling 


alabaster, beauti : wi re 1 
and floral Seen embossed in paneled 


No. 8445299 


_ Price. complete as shown ........... $7.35 


vo-Light Reed and Ribbon Pendant 


Length to bottom of glassware, 36 inches, 
Spread, 9 inches. Diameter of pan, 10 inches. 
Made of brass in brush (satin) brass and black 
finish. It has an embossed reed and ribbon 
G-inch canopy, fitted with two solid brass 
chains supporting the 10-inch oval body pan. 
The pan is embossed around the edge in reed 
and ribbon design with plain coneave center, 
From the ends of the pan hang two embossed 
reed and ribbon 24-ineh s covers on link 
chain connections for electric lights. The 
wired fixture has silk cord laced through the 
chains, and key sockets, Frosted glass ribbed 
reed and ribbon shades, 


No. 3445273 
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Price, complete as shown.... 34.98 


One-Light Large Ball Pendant 


Length to bottom of ball, 33 inches. Made 
of genuine brass in brush (satin) brass fin- 
ish. It has a ceiling canopy, 6 inches in 
diameter. embossed in laurel wreath design 
and fitted with three cast loops. To these 
loops are attached three solid brass round 
link chains supporting a spun brass body. 
The body measures 8'% inches in diameter 
at widest part and is embossed around the 
edge in laurel wreath design, the bottom 
forming a inch holder for glassware. The 
wired fixture has silk cord run through the 
ruins, and k t inside of ball for 
one electric light, Frosted glass 10-inch ball. 


No, 34A4952 


Price, complete as shown ........... $6.45 


Two-Light Sheffield Pendant 

Length to bottom of glassware, 36 inches. 
Spread, 7 inches. Made of genuine brass in 
brush (satin) brass and black finish. It hi 
a Sheftield ceiling canopy, 5 inches i 
eter, and reeded stem 1 inch in diameter, Tc 
this stem is attached two solid brass chains 
supporting an 8-inch oval embossed Sheffield 
design body with cast brass ball. From 
the ends of the pan are suspended two em- 
bossed Sheffield 2%-inch socket covers for 
electric lights on link chain connections. 
‘The wired fixture has silk cord laced through 
the ch, and sockets. Frosted glass 
embossed Sheffield shades, 


No. 34A5271 


Price, complete as shown .... by 


68 


SEARS, ROEBUCK AND CO., CHICAGO, ILL 


1-Light Massive Luceo Ball Pendant 
Length to bottom of ball, 86 inches. Made— 
of genuine brass in brush (satin) brass an 
black finish, Six-inch, ceiling canopy, em 
bossed with laurel wreath band, and solid 
brass round link chain supporting a ver 
massive embossed laurel wreath body 
inches in diameter, the bottom forming 
5-inch fitter for sware. The fixture I 
wired with silk cord laced through th 
chain, and Keyless socket inside of ball fo! 
one electric hg Faney 10-inch light ra 
diating satin finish Luceo ball richly em 
bossed in Grecian design. 
No. 34A5286 
$8.75 


Price, complete as shown. ...- - 


Pencil Prism GQQwP Electric Chandeliers 


\ 


——< 


Four-Lig is fan Fiennes 


Length to bottom of glassware, 34 inches. Spread, 15 inches. Made 
genuine brass in brush (satin) brass finish. It has a] round F 


Four-Light Chain Chandelier 


Length to bottom of fixture, 30 inches. Spread, 17 inches. Made 


ight Sheffield Chand lier of genuine brass in brush (satin) brass finish. Tt has a round canopy 
‘om the 


nehes in diameter and short stem * inch in diameter. 


Mial canopy 6 inches in diameter and stem 7 inch in diameter 0 
the bottom of the stem is a large massive spun body, & inches long Length to bottom of glassware, 37 inches. Spread, 174% inches. Made of Stem extends a selid brass link chain supporting a fancy spun body ty 
is inches in diameter, with knob ornament at bottom, From the genuine brass in brush (satin) brass and black finish. It has a Sheffield ceili inches long and 6 inches in diameter, with knob at bottom. From the 
‘of this body extend four turned solid brass Colonial arms from canopy 5 inches in diameter and reeded stem 7% inch in diameter, ornament the body extend four high curved arms supporting f ut 3K inch 

link chain connectior ectrie lights. 


eket covers on solid bra 
The wired fixture has silk cord laced throu 


ich are suspended four 34-inch plain socket covers on solid brass with ball The stem supports a la round Sheffield design body, 11 inches 


chain connections for electric lights. The wired fixture has silk and 54 inches in diameter, with ornamentedends. Curved reeded arms with 3 
tric lights. The wired fixture has key sockets. Dainty prismatic shades, measurit 


I hains and key 
n diameter and 


through the fixture and chains, and key sockets. Dainty inch She ffield key sock vers for ¢ 
Matic shades, measuring 4 inches in dia rand 5 inches in length, sockets. Dainty prismatic shades, measuring 4 inches in diameter ¢ and 5 inches 5 inches in length, composed of amber « beads and erystal 
in length, composed of amber color jewel beads and crystal re 2eded pencil prisms reeded pencil prisms. 


posed of amber color jewel beads and crystal reeded pencil prisms 


= Rare. Without | Complete, but | Complete With | Bare, Without | Complete, but | Complete With 
lalog No. Style Glass Shades, Without Glass Glass Shades Catalog No. Style | Glass Shades, Without Glass Glass Shades, Catalog No Style { V 
= Not Wired Shades, Wired | as Shown, Wired | Not Wired Shades, Wired as Shown, Wired Sha Vi 


5 $8.65 
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.50 84A5528 4-Light 


$6.75 $7.90 $10.50 S4A5494 4-Light $7.50 $8.90 | 


A5495 
‘ARS, ROEBUCK AND CO., CHICAGO, ILL. 


y f / te N 4 3 ie 
A 4 € } , 
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: | : ; 
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aie SS ae 


2 aes io! Bie id | [Sea 4 Be 
‘our-Light Laurel Wreath Chain Che Round Colonial Style Chandeliers 
Length to bottom of glassware, 35 inches. Spread. 1544 inches. This 


. ¢ = : les. Length to bottom of ¢ 
massive fixture is made of genuine brass in brush (satin) brass finish. 


ss ——- = — 

Light Mission Style Chandelier 
Length to bottom of glassware, $9 inches. 
fenuine brass in brush (satin) brass finish. 
446 inches in diameter, with square stem 7% 
has a square pan or 


Spread, 16 inches. Made of 
Tt has a square ceiling canopy 
inch in diameter. The stem 


vare, 38 inches. Spread, 16 inches. Made 
ili It of genuine brass in brush (satin) brass finish. Has 4%4-inch ceiling canopy 
§ has a ceiling canopy 6 inches in diameter, richly embossed around the edge and beautiful turned spool shape body, 5 inches in diameter, with turned 
bottom. F thi nhament in center and square cornered oval body at with laurel wreath border and short stem and hook. From this hook hangs bottom ornament. From the center of the spool project four % inch 
long, fitted sith is body extend four 4-inch straight square arms, 6 inches a heavy solid brass link chain which supports a massive round body round ar fitted with link chai nnections supporting round 2Me 
lights: iid be h square key socket covers with rolled ends for electric measuring 9 inches in diamete This body is embossed around the center inch k ocket covers for electri hts. The wired fixture has ke 
a ene rass square link chains extend from the center pan ornament and top with a wide lr hh band. rom the center of the body sockets. Fancy ribbed frosted glass i S _ 
stadehenge to the arms. The wired fixture has key sockets and 24-inch extend four reeded cur ms fitted with 24-inch embossed laurel ———— = = = ——— Cc lete With 
Grecian ae Square deep frosted glass shades ornamented with embossed wreath design key soc for electric lights. The wired fixture Catalog No Style Bae Were | complete nue Glaga shades 
Set key border around bottom. _ key sockets. Large frosted hades embo é 29 "Not Wired | Shades, Wired | as Shown, Wired 
Complete, but Complete With Tee Comple! Complete With 7 5 = 3 = MAR 
H Bare, Without ithe ; Shade: 3 With | a ome Leabath ‘ 5346 59 95 2.92 $3.64 
Catalog No. | styie Glass Shades, | Gy vo'tout Gloag Shades Catalog No. Style Bare yuu ott | Glass Shades 34A5343 | 2-Light $2.25 $2.92 | 3.6 
ee | Nok Wired Wired "| Wired Not Wired | | Glass Shades, hows $4A5344 | 3-Light 2.98 8.90 4,98 
34A5547 | 4-Light| $9.95 $11.23 $12.68 34A5581 |4-Light, $9.48 £10.72 
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3445345 4-Light ody il 5.04 
SEARS, ROEBU 


6.48 


AND CO., CHICAGO, ILL 


Square Mission and Colonial Style Electric Chandeliers 


yo Cd “7 


Square Mission Chandeliers Colonial Prism Chain Chandelier Square Mission Chandeliers 


Length to bottom of ornament, 36 inches. Spread, 4 inches. Length to bottom of glassware, 34 inches. Spread, 20 inches, Made of Length to bottom of glassware, 36 inches. Spread, 21 ir s. Made of 
lade of genuine brass in brush (satin) brass finisl square genuine brass in brush (satin) brass finish. It hasa round ceiling eanopy 5% nuine brass in brush (satin) brass finish. It has a squar ng canopy 
4% inches in diameter, fitted with square stem “4 incl neter. The 


inch in inches in diameter, and short stem, From this stem hangs a heavy solid brass 


‘iling canopy, 4 inches in diameter, and sq 

ameter. The stem supports a large square body w ith finch diameter link chain supporting a beautiful extra large spun Cc ‘olonial body, 8 inches in stem supports an oval body with square e v namental 
lcenter, flaring at top and bottom to 54 inches square. ad. zie: asures diameter, from which extend four straight arms, “4 inch in diameter, end- knob at bottom, From the sides of the body extend ! 

iength 11% inches to bottom of ornament. Sau % inch in ing inturned knobs. These arms support four 34-inch keyless socket covers arms, 4 inch in diameter, with cast end fittings ‘ 

lameter, project from center of the body, fitted fo ric lights. for electric lights, each pierced for ten prisms. The wired fixture has silk wired fixture has key sockets and 24-inch sha Square Mission 


ele 
he wired fixture has key sockets and 24-inch shade holders. Square cord run through the chain and fixture, and keyless socke frosted glass shades. 
is composed of ten 5-inch genuine cut erystal glass Coloni: 


sion frosted glass shades. 


ut | Complete With 


Catalog No. Style $ Syateat | without te, put | ‘Comple Shades. | | Complete as Sh Complete as Show! Catalog No. Style Bare. Wides, | Without Glasa Glass Shad 

"| “Not Wired’ | Shades, Wired _| as Shown, W. Catalog No. | Style ted: tiiack  Wiredit ait “Not Wired Shades, Wired _|_as Shown, Wired 

1§A5328 | 2-Lieht | | $5.58 ——— | er 34A53 $9.38 

§MA5329 4-Light | 5.55 Sl ole 3445529 | 4-Light | $11.50 __ $12.95 34A5 3,50 oe 
Page Fifty-Three 


EARS, ROEBUCK AND CO... CHICAGO, ILL. 


Fancy Ornamental @@ Electric Chandeliers 


=\ al 

Richly Embossed Chandeliers Hexagonal Paneled Chandeliers 
ngth to bottom of glassware, 36 inches. Spread, 22 inches. Made Length to bottom of 
‘nuine brass in brush in) brass and black finish (satin brass with Penuiie bra 
the handsome embossing id ornaments touched up with black). It has bd s 


36 inches. Spread, 19 inches. Made of 
Hh with rich matte gilt decorati 
) “inch stem, the lowe 


assware, 37 inches. Spread, 22 inch Made of 


s in brush (satin) brass finish. It has a 5-inch paneled canopy 


» It 
part 


pestans being twisted and the upper part plain. This stem supports a large a5%-inch canopy, embossed in ege and dart design, and plain stem % and ‘4-inech stem, the upper part of which is round and the lower part 
or tt polished brass body and ec rhament at top and faney cast knob at inch indiameter. The stem supports an extra large tapering body, em hexagonal, divided in center by fancy paneled ornamental ball, The stem 
amiboman with bended dist eng h quglud ing, emanen ts ey is bossed in ege and dart design which measures 5°4 inches in diameter supports a hexagonal paneled body with plain center band and is decorated 

"i ed desizn and decorated with a matte gilt band, From and is 13 inches long, including ball rom the body extend curved witha faney cup ornament at ton and fancy cast ball at bottom, measuring 
the body extend curved arms fitted with cast brass ornaments in matte gilt t se wey ‘ ay ) 


The: wired fixture , i te arms, fitted with cast brass floral ornaments, for electric lights. The 11% inches over all. From the body extend curved arms with cast scroll 
fy ae wirec a ue key sockets and 24-inch Wired fixture has key sockets and 2%-inch sh: le holders. Fluted frosted omamen for electric lights. The wired fixture has key sockets and 
i glass shades in cut glass design. glass shades ornamented with floral Wreath design in clear glas: 24-inch shade holders. Hexagonal paneled frosted blown ¢! shades, 


Balsh. for electric light 


No. | Style 


“y Shades | out lace haden | Glatt dey Catalog No. | style es | WithoutGinas | Ginesshadesas Catalog No. | style [POT out ClssfComlste, but With) Complete With 
$4A5341 2 Tight| $2.18 | 82.95 CRT Be ea ==" eo heel Sea Not Wired _|___Wired_]_Showa. Wired 
34A5342 eTeht Be ia ia 33.15 3445353 |2-Light| $2.98 | $3.89 Sa, 84A53817 \2-Light| $2.10 $2.86 $3.18 
S4A5as6 ler oe B-boy} 48 S4A5354/3-Light| 8.45 4.81 5.35 34A5318 |3-Light) 2.55 

ee Rat 8.12 _ ALToy | 5.15 5 |4-Light 3.98 5.76 6.48 34A5319 |4Light| 2.98 | 
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Our Leader Chandeliers 


Length to bottom of glassware, 36 inches. Spread, 18 inches. Made of 
genuine brass in polished brass finish. It has a plain ceili anopy, 4 
inches in diameter, and stem. The upper part is plain, °S inch in diameter, 
and the lower portion twisted, ‘4 inch in diameter. The stem supports a 
Polished ball body with fancy band, surmounted by a brass cup ornament. 
From the body extend curved arms for electric lights. ‘The wired fixture is 
fitted with key sockets and 24-inch shade holders. Pressed glass shades 
in crystal star pattern. 


Bare, Without 


~ Complete With 


~ Complete, but 


Catalog No. | Style | Glass Shades, | Gias. Hitt Glass sander 
| | CNet wired” | Wired 
3445300 | 2-Light $0.98 $1.72 $1.88 


84A5301|8-Light| 1.18 | 2.24 | 2.48 


Inexpensive Electric 


Plain Style Chandeliers 


Length to bottom of glassware, 37 inches. Spread, 21 inches. Made 
of genuine brass in brush (satin) brass finish. It has a plain ceiling 
canopy 4% inches in diameter, and ‘%-inch stem, fitted with ball 
ornament in center, The stem supports a large pineapple shape 
plain body surmounted bycup ornament, measuring 8 inches over all. 
From the body extend curved arms for electric lights. The wired 
fixture has key sockets and 24-inch shade holders. Plain tlared 
frosted blown glass shades. 


Bare, Without 


Complete, but | Complete With 
Without Glass Shades 


Catalog No. Style Glass Shades,  GJass Shades, s Shown, 
| Not Wired “Wired me | ais Wired 

3445310 $1.97 | $2.15 

344531 | 2.58 | 2.85. 
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Chandeliers 


Length to bottom of glassware, 3644 inches 
of genuine brass in brush (satin) brass finish It 
canopy 4% inches in diameter, and plain stem 
stem supports an embossed ball body, surmounted by a fancy 
From the body extena curved arms for electric 
key sockets and 24-inch shade holders. Pre 


he 


Fancy Style Chandeliers 

Spread, 22 inches. Made 
has a plain ceiling 
¥%, inch in diameter. The 
y embossed cup. 
1 s. The wired fixture 
iss shades in erystal 


floral wreath and rib pattern 


Catalog No. 


8445306 


Complete With 


Bare, Without Ww Glass Shades 
Style Glass Shad Glass Shade 
Not Wire | 
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) fh 
One-Light Straight Arm 
Bracket 
Made of genuine 


(satin) brass finish 
from the wall 


brass in 


inches deep. The arm is % ineh in 
diameter with turned end fitting and 
24-inch plain socket cover for 


electric light 
a key socket. 


No. 8445017 


Frosted glass shade 


Bare, : 

’ Complete, but | Complete, With 
Vertaout Without Hoss Shade 
Shute. | Glass Shade, | as Shown, 

Not Wired] Wired Wired 
55c | 89e 98e 


NS a 


co-Light Square Mission 
Bracket 


Genuine brass in brush (satin) 


brass finish. Extends 644 inches 
from the wall, Spread, 744 inches. 
It has a 4%-inch square wall 


canopy from which ext 
sdudre stem and two arms “4 inch 
in diameter for electric lights. 
The wired bracket has k y sockets 
and2\-inch shade holders. rost- 
ed glass square shades, 


No. 3445054 


nds a 


brush 
Extends 6 inches 
Tt has a plain round 
mopy 44% inches in diameter and 344 


one 
The wired bracket has 


brass tir 
from the w 
canopy 4} 
Which extends a square arm '% 
inch 
electric light. 
has key socket and 24-inch shade 
holder. 
Can be used with light up or down, 


Inexpensive Electric Brack 


,< 


‘ 
é - 
One-Light Curved Arm 
Bracket 
Genuine brass in brush (satin) 
finish. Wxtends 6 inches. Arm, 


inch in diameter, It has a wall 
canopy 4 inches in diameter and 3 
inches deep with 4 -ineh arm for 
electric light, The wired bracket 
has a key socket and 2\4-ineh 
shade holder. Crystal glass shade 
in wreath design, 


No. 8445002 


Wore, | Complete, 
Complete. 
Without With 
Gloss | but Without! Gays Shade 


| Glass Shade 


Shade, as Shown, 
Not Wired) Wired Wired 
25e | 56e be 


One-Light Square Mission 


Bracket 
Genuine brass in brush (satin) 
extends 6 inches 
H. Tthasasquare wall 
inehes in diameter from 


n diameter titted for one 
The wired bracket 


‘osted glass square shade, 


No. 84A5050 


One-Light Curved Arm 
Bracket 

Genuine brass, polished finish, 
Extends 5 inches. It has a plain 
round wall canopy 4 inches in di- 
ameter and 244 inches deep from 
Which extends a “\-inch arm for 
electric light. The wired bracke 
has a key socket and 24-inch 


shade holder. Crystal glass star 
design shade. 


No. 8445000 


Bare, 


Complete, 
Without 
( 


With 
Glass Shade 
as Shown, 
Wired 


18e 


Complete, 
but Without 
Glass Shade, 

Wired 


SE 


Wired 
20¢ 


One-Light Square Reeded 
Bracket 
Genuine brass in brush (satin) bra 
and black finish. Extends 646 inches 
from the wall. Square reeded arm, 4 
inch in diameter, It has a square 
canopy 4% inches in diameter and 
square reeded arm ‘4 inch in diam 


aitted for one electric light. The 
ore 


ed 
eket has a key socket and 24-inch 
de holder, Frosted glass square 
de with clear ribbed corners. 


One-Light Curved Arm 
Bracket 

Genuine brass in brush (satin) 
finish. Extends 6 inches. Curved 
arm, *S inch in diameter. It hasa 
wall canopy 4 inches in diameter 
and 3 inches deep and arm “sy ineh 
in diameter for clectrie light. The 
wired bracket has a key socket 
and 24-inch shade holder, Frosted 
plain glass shade. 


No. 84A5014 


| Complete, 


| complete, With 


but Without | Giass Shade 

Shade, | Glass Shade, | “as Shown, 
Not Wired} Wired Wired 
28e¢ 60¢ 69e 


One-Light Round Sheffield 
Bracket 

Genuine brass in brush (satin) 
brass and black finish. Extends 6 
inches from the wall, Tt has an 
embossed Sheffield wall canopy 5 
inches in diameterand round arm 
fitted with a 24-inch Sheffield de- 
sign socket coyer for one electric 
light. The wired bracket has a key 
socket. Frosted glass shade em- 
bossed in Sheffield design. 


els 


letter aE 
One-Light Round Sheffield 
Bracket 
Genuine brass in brush (satin 
and black line finish. Extends 6 
from the wall. It has an embc 
field wall canopy 5 inches in diame 
arm *4 inch in diameter supportin 
inch Sheffield design socket cover 
chain connection for one electric 
The wired bracket has key sc ket. 
ed glass reflector in Shefgeld desi 


No. 34A5072 


Complete, but 


Complete. 


Chain 


) brass 
n 
dd Shef- 
ter and 
za 2ly- 
on link 
> Jight: 
Frost- 
gn. 


s! 


as Shown, 


d 


One-Light Straight Arm 
Reeded Bracke! 
Genuine brass in brush (satin 
brass and black finish. Extends 
inches. It has a reeded canopy 44 
inches in diamete: 


1 inch in diz 
attached 


24-inch plain socke' 


cover for one electric light. Thi 
wired bracket has key socket, 


Frosted glass shade with cle 


No. 8445035 


rribs, 


‘Bare, : Complete, _ 
Without | Complete, With t 
Glass | but Without | Glass Shade 
Shade, | Glass Shade, | “a5 Shown, 
Not Wired] ___Wired |“ Wired 
48c | 84c | 98c 


. Without Witheut om 
ss Shade, | Glass Shade, | as St 
Not Wired Wired | Wi 
85ce | $1 
yaa 


One-Light Straight Arm 
Bracket 

Genuine brass in brush (satin) 
brass finish. Extends 6 inches. It 
sa plain round wall canopy 4% 
inches in diameter and 3% inches 
deep with arm “ inch in diameter 
with turned end fit 
electric light. The wi 
hasa keysocket and 24-inch shade 
holder. Frosted ss plain shade, 
Can be used with light up or down, 


Genuine bra 
Extends 6 inches from the wall. 
inches. 
canopy 
inches deep. 
with turnec 
two electric lights. 


71 
744 


vo-Light Straight Arm 
Bracket 
ss in brush (satin) finish. 
Spread, 
It has a plain round wall 
inches in diameter and 344 
nd arms % inch in diameter 
center and end fittings for f 
The wired bracket has — 


4 


key sockets and 24-inch shade holders. 


Frosted gl 


plain shades. 


Can be hung 


with lights up or down. 


T . . peal no ~ 
[= = = = No. $4A5060 No. 84A5070 No. 8445016 No. 3445018 
re 3 Complete, Bare, “Complete, Dore —— a ——s = 2 See ee 
Without , Complete, att Without | Complete, , h Bare, * lie 7 Bare Complete. °, Complet 
haa ‘Whow H With With Complete, but | Complete, With ties ate, omplete, Bare, omip ie te 
Glows | Git wathout | Gloss Shade Glass Without | Ginss Shade athout Without Sete Wet Without | Complete, | with Without | Complete. | With Bare, Without | Complete, bu 
Not Wired } Shado, ed | 88 Shown, Shade, | Glass Shade, | as Shown, hade, | Glass Shade, | Glass Shade Tote, | Glass Shade, | S883 Shade Glass Shades, | ,,,Without | rn, 
$1 - - t Wired Wired Not Wired Wired Wired Wired ah sate al Wired | Sabin Not Wired Wired | Wired 
2 = ¢ rs - = e No! ed) _|___ Wire i Wired _ 
a 59¢e Sle 9: 700 G x = = = = = oe = 5 = = 
rs . Js Oc | $1.11 | $1.2: 07 $1.25 35¢ 66ce | T5e $1.15 $2.07 | $2.25 
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One-Light Colonial Torch 
Bracket 


Made of genuine brass in brush (satin) 
ass finish. Extends 6 inches from the 
|. Height from bottom of knob to top 
glass, » inches. It hasan oval wall 
opy 7 inches long and 4 inches wide, 
ith conyex oval center, from which ex- 
nds a plain round arm. This arm sup- 
rts a beautifully shaped taper torch 
dy with the top forming a 2%4-inch 
Wn brass key socket cover and shade 
Ider for one electric light. The 
acket is wired with a key socket. 
lin finish frosted glass tulip shape shade. 


No. 8445105 


rice, complete as shown 23.40 


Fancy Ornamental Electric Brackets 


One-Light Art Glass 
Bracket 

Made of genuine brass in brush 
(satin) brass finish. Extends 544 
inches from the wall. It has a 
square wall canopy 44 inches in 
diameter, and square arm % inch 
in diameter. The arm supports a 
lantern made of cut-out brass with 
cut-out border fitted with green 
art glass sides measuring 7 
high and 5% inches square : 
tom, for one electric light. The 
bracket is wired with chain pull 
socket. 


No. 84A5112 


Price, complete as shown. .$2.68 


One-Light Colonial Pris: 
Bracket 
Made of genuine br 
(satin) brass finish. E 
inches from the wall. It has a 
round spun wall canopy 5 inches 
in diameter, and arm “4 inch in 
diameter, with round solid brass 
end fitting supporting a 344-inch 
plain socket cover for one electric 
light. pierced for prisms. The 
et is wired with chain pull 
Shade is composed of ten 
5-inch genuine cut crystal glass 
Colonial style prisms. 


No. 84A5141 


Price, complete as shown..32,68 


ixtends 644 


One-Light Vase Bracket 
Made of genuine brass in brush 
atin) finish. Extends inches 
om the wall. Height, 
‘top of glassware. It h 
ill eano} »inches in diameter, 
id arm “4 inch in diameter, The 


Made of genuine brass in brush ( 


One and Two-Light 
Colonial Prism 
Brackets 


tin) brass 


the bracket is wired, with keyle 


The 
It 


m supports a vase shape body finish. Extends 6 inches from the wé 

ith two orn: al brass arms, — two-l ket has a spread of 7% inches 

le top of the body forminga 2%4- — hasa ound wall canopy and turned solid 
Ich shade holder for one electric brass arms. > arms support 34-inch massive 
slit. The bracket is wired with spun b socket covers, pierced for prisms, on 
chain pull socket. Faney tulip link chain connection, for electric lights. 


lape light 


; ». 34 A5104 
rice, complete as 
Shown. ..... sveereer 50 : 


optic glass shade. com! 
No. 34A5124 One-Light Bracket. 
Two-Light Bracket. Price, complete as shown 


No. 3445125 


ed of eleven 5-inch genuine cut crystal glass Colonial style prisms, 


Price, complete as shown. 


One-Light Square Chain 
Bracket 
Genuine brass in brush (satin) 


brass finish. Extends 7 inches 
from the wall. 
wall canopy 4% inches in diame 
ter, and square arm “4 inch in 
diameter, with cast loop connec 
tion for one electric light. The 
wired bracket has a key socket 
and 24-inch shade holder. Ribbed 


paneled frosted glass shade 
No. 3+4A5058 


Price, complete as shown..$1. 


It has a square 


ass socket. 


brass finish 
It has 
solid 1 
$\4-inch 5 


) shade is 


34.25 


6. 
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nection for one electric 
wired with a 
shade 4 inches in diameter and 5 inches im 
height, compos 
and crystal reeded pencil prisms. 


No. 84A5140 


Price, complete as shown 


key socket. 


Metal Overlaid 
Bracket 


Made of genuine brass in brush 
(satin) brass finish. Extends 6 
inches from the wall. It has a 
round canopy 4% inches in diame 
ter and 3% inches deep, and round 
arm “4 inch in diameter, terminat 
ing with cast brass fitting. This 
arm supports 24-inch plain spun 
socket cover for one electric light. 
The bracket is wired with a key 
socket. Beautifully cut brass 
shade, 6 inches in diameter, with 
frosted glass lining. 


No. 84451138 


Price, complete as shown. .52,295 


One-Light 


One-Light Prism Bracket 


Made of genuine brass in brush (satin) 
Extends 6 inches from the wall 
14-inch round wall canopy and & 
turned arm. This arm supports 
1in socket cover on link chain con 


ght. The bracket Is 
Dainty prismatic 


d of'amber color jewel beads 


$2.98 


—— 


Mission Torch 
Bracket 

Made of genuine brass in brush 
(satin) brass finish. Extends 6 
inches from the wall. Measures 14 
inches high from bottom of torch 
to top of glass ball. It h 
canopy +4 inches in diameter, from 
which extendsa round arm %4 inch 
in diameter. This arm supports a 
torch body forming a 34-inch 
shade holder with beaded edge at 
top for one electric light. The 
bracket is wired with chain pull 
socket. Frosted 6-inch glass ball 


No. $4A5102 


shown 


One-Light 


52.98 


Price, complete 


One-Light Fancy Bracket 


Made of genuine brass in brush 
(satin) brass finish. Extends 9 


inches from the wall. It has a 
wall canopy 444 inches in diam 
eter. From this y_ extends 
1, curved arm diameter 
with fa t rass ornament 
for or ght. The bracket 


is W 1 h a key_ socket and 
has brass shade holder 


( «lass shade in wreath de 


No. 3445100 


e. complete as showr 
SS 
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Colonial 


Colonial Period Brackets 


Made of genuine brass in brush (satin) brass finish 


Extends 8 inches from 
it bracket has a spread of 84% inches, It has a round 
leanopy, 4% inches in diameter, from which extend two 74-inch arms, 
in turned brass balls and artistic turned brass ornaments at bottom 
rms support 2'-inch spun brass socket covers for electric lights. The 
wired brackets have key sockets, Satin finish frosted Colonial glass shades, 


the wall. The twooi 
spun Ww 


Hare, Without | 

Glass Shades, 
Not Wired 

1-Light $1.85 | 


2-Light ) 


Catalog No, | Style 


S4.A5 126 
84A5127 | 


Colonial Link Brackets 


Made of genuine brass in brush (satin) brass finish, Extends 744 inches 
from the wall. The two-light bracket has a spread of 744 inches. It has a round 
wall canop: ches in diameter, from which extenc 
ball with two grace fully curved arms \% inch in diamete These arms support 
24-inch plain socket covers on link chain connectic for clectric lights, 
The wired bracket has silk cord laced through links and key sockets, Frosted 
lass deep bell shape shades, 


4-inch stem and cast 


Tow. loca.) are Without | Gomplets but] Gomnisic Wr 
Catalog No. | Style | Giees Srrout Withoue ees | Gomplste with 
ess 1 Not Wired * Shades, Wired 
84A5065| 1-Light $1.25 $1.70 
3445066) 2-Light 2.10 2.90 | 3.60 
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and Embossed Electric Brac 


Extends 
st brass 


spun y socket 
1e Wired bracket 
striped shades. 


covers with beaded border, for electric lights, 
has key sockets. Frosted glass fancy eryste 


No. 84A516 


Complete, but Without | Complete With 
Glass Shades, Wired | Shades as Shown, W 


Bare, Without Glass 
Shades, Not Wired 


$10.25 


$11.00 $11.50 


-Light Fancy Bracket 

_ Made of genuine brass in sil and black finish. Extends 
544 inches from the wall. Spread, 7 inche It has a cast shield 
wall plate, 9% inches long, with beaded ed=e. Beautifully 
chased cast stem with reeded arm suspending two 24-inch em- 
bossed key socket covers on loop connections, for electric lights. 
The wired bracket has silk cord laced through links and key 
sockets. Sutin finish frosted glass shade 


's etched in scroll design. 


Glass © 


ades, Wired 


$7.60 


ets 


Fancy Ribbed Brackets 
Made of genuine brass in brush (satin) brass and black finish. Exten 
944 inches from the wall. The two-light bracket hasa spread of 8inches. It h 
a round wall plate, 5% inches in diameter, with cast brass ribbed edge and co! 
vex plain round center. From this center extend gracefully curved round art 
fitted with 2'4-inch socket covers with cast brass fluted bottom, for electri 
lights. The wired bracket has key sockets. Frosted glass faney ribbed shades: 


| Bare, Without | Complete. 

Glass Shades, Without € 
__Not Wired | Shades, Wi 
42.69 


1.08 


but c 
Catalog No. Style s 


d__|_as Shown, Wired — 


92.85 


384A5088 | 
384A5089 


Reed and Ribbon Brackets 


Made of genuine brass in brush (satin) brass and black finish. Extends 64 
inches from the wall. The two-light bracket has a spread between arms of 
8S inches. The oval wall plate (10 inch on 2light, 8x4inch on light) is 
handsomely embossed around the edge in reed and ribbon design, From the 
center of this plate project two round curved arms, fitted with embossed reed 
and ribbon 24-inch key socket covers for electric lights. The wired bracket 
has key sockets. Frosted glass shades in reed and ribbon de: 


“Bare, Without 


Complete, but 
Glass Shades, 


Catalog No. Style Without Glass 


8445092) 1-Light | 
34A5094| 2-Light | 
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One-Light Fancy Bracket 


Made of genuine brass in Etrusc 
gold finish. Extends 3% inches 
the wall. It has a shield design 
wall plate 9% inches long and 3'% 
inches wide, with plain center and 
beaded edge. From this plate ex- 
a massive beautifully chased 
ornamental cast arm supporting @ 
2%4-inch embossed socket holder on 


p ; loop connection for electric light. 
om this plate extends a cast brass The wired bracket has silk cord and 


rned arm, supporting a hexagon Fa mica vancy sati i 
NOTRE UGA Wego LONG tos DUDA alan 
-in. hexagon socket cover for one Nc ‘ 3 A A 5083 

No. 3445085 


One-Light |\ Hexagon 
Torch Bracket 

Made of genuine brass in brush 
itin) brass finish, Extends 6% 
ches from the wall. Height over 
|, 15 inches. It has around wall 
e, 5 inches in diameter, with 
jell edge and hexagon center. 


ectric light. The bracket is wired 
i has Key socket. Frosted glass 


(satin) brass finish. 
from the ¥ 
plate, 7 


spun bi 
one ele 
has silk ¢ 
ed glass ¢ 
shade 


No. 3445086 


One-Light Colonial Bracket 


Made of genuine brass in brush 
Extends 9 inches 
1. It has an oval wall 
inches long and 4 inches 
wide, from which extends a grace- 
fully curved cast brass ornamental 
arm with shield base and ball and 
fancy loop at the end. 
s 24-inch socket cover for 
tric light. The wired fixture 
rd and key socket. 

stal stripe fancy 


One-Light Fancy Bracket 

Made of genuine brass in brush 
(satin) brass and black 
tends 10 inches from the w 
around wall plate, 5 inche 
ameter, With cast brass border beau 
tifully chased and a curved reeded 
flat tubing arm. Thisarm supports a 
2\%4-in. socket cover with cast brass 
drapery on solid brass ring connec: 
tion for one electric light. The 
wired bracket has silk cord and key 
socket. Satin finish frosted glass 
shades embossed in fluted design. 


a No. 3445170 


One-Light Laurel Bracket 


Made of genuine brass in brush 
(satin) brass and black finish. Ex 
tends 7 inches from the wall. I 
has a large oval wall plate, 10 inches 
high and inches wide, withem 
hossed laurel wreath border, from 
which extends a curved reeded arm 
which supports an embossed laurel 
wreath 24%-in. socket cover, on link 
connection, for one electric light. 
‘The wired fixture has silk cord and 
key socket. Large frosted glass shade 
embossed in reed and ribbon design 


No. 34A5098 


One-Light Reed and Ribbon 
Torch Bracket 

Made of genuine brass in brush 
(satin) brass and black finish. Ex- 
tends 6 inches fromthe wall. Ithas 
a large wall canopy, 6 inches in di- 
ameter, with edge embossed in reed 
and ribbon design and plain center. 
From this center extends a fancy 
stem which supports a reeded torch 
with cast ornamental ball at bottom 
and 24-inch socket cover at top for 
one electric light. The bracket is 


Fitted with 


Frost 
bell 


Bare, With- 


Complete Bare, With Bare, With- | Complete, | 


y ade. F ' : Bare, With- | Complete. Complete Complete, Complete, Complete Complete Say sire socke rane 
cies shaders band» painted: “in out Glass | but Without | With Glass out Glass | but Without | With Glass out Glass | but Without | With Glass but Glass, |but Without | With Gl pelted and aakey, os Ke 
aU BDIB YS. Shade, Not |Glass Shade,| Shade as Shade, Not |Glass Shade,| — Shade as Shade, Not |Glass Shade,| — Shade as Shade, Not |Glass Shade,| Shade glass shade in leaf design 
No. 3445109 Wired Wired | |Shown, Wired Wired Wired | Shown, Wired Wired Wired || Shown, Wired Wired Wired || Shown, Wired No. 3445107 
D | @o &  « Wc - 2 eR qb « me - a 
rice, complete $3.00 53.50 _ $8.80 $3.2 3.68 | 53.98 _ D4 | 94. $2.5 $2.90 | Price, complete 


Adam Period Massive 
Upright Bracket 

Made of genuine brass in 
brush (satin) brass and 
black finish. Extends 8 
inches from the wall. The 
two-light bracket has a 
spread of 6 inches. It has 
around ribbed brass wall 
plate 4% inches in diame- 
ter, From the center ex- 
tend roundarms with solid 
brass turned fittings and 
t brass tassel at bottom. 
hese arms support 2%4- 
inch saucer shaped socket 
covers, ornamented around 
the center in leaf design 
with fluted top for electric 
lights. The wired brackets 
have key sockets. Satin 
finish frosted tulip shape 
ribbed shad 


Composition 
Bracket 

Made in composition closely 
resembling cast bronze in Ro 
man gold or Tiffany green fin- 
ish. State finish desired. Very 
durable and handsome. Ex- 
tends 6% inches from the wall. 
It has a round wall canopy, 6 
inches in diameter, in rose 
wreath and ribbed design, and 
arm * inch in diameter. This 
arm supports a 24-inch com- 
position socket cover to match 
canopy on link chain connec- 
tion, for one electric light. The 
wired fixture has silk cord and 
keyless socket. Etched frost 
ed glass shade. 


Colonial Period Bracket 


Made of genuine brass in brush (satin) brass finish 
the wall. The twolight bracket has a spread of 8% inches. 
wall plate, 8 inches long and 4 inches wide, with convex plain center sur- 
rounded by a 4-inch flat edge. In the center of the plate is plain brass 
casting from which extend gracefully curved round arts +10 lt hin diam 
eter, Supporting 2%4-inch spun brass key socket s for electric lights. 
The wired fixture has key sockets. Colonial st glass shades. 


Extends 7 inches from 
It has an oval 


Complete With Glass 


7 = aa Fae Hoe ema ay EESTI Com pig La WiIlh Glas Bare, With- | Com: vith 
Complete, but With- | Complete With Glass Seas Catal Bares With | ut With || COMDISSEES 
Catalog Ne ou jut Glass Shade, ‘Shade as Shown, . 8445175 eee Style Gisgs, | out Glass Shade as Shown. 
No. Style SO wicadenee Wired —— = — : — Noy | Sent y ___ = mn as 
== = = yithout Glass | Complete, but With- | Complete With Glass Shade as = a= =- ENE: 3 00 | 50 
3445084) 1-Light) $4.10 $4.45 A075 z Not Wired _|out Glass Shade,Wired Sea = 34 ASI 15 -Light $2.50 3 | $e : 
3445085 2-Light| 6.65 7.39 | 7.99 $3.50 $3.95 $4.34 34A5116 2-Light| 4.25 5.00_ 6.26 
eit an Coe Cole Ee _ = ‘5° ee SS = = = 
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Two-Light French Fancy Bracket 
Made of genuine brass in Etruscan gold finish, 
6 inches from the wall, Spread, 644 inches, 


top, and laurel leaf tassel at bottom 


bracket is wired and fitted with Edison base 
sockets inside of candles and round 2'o-inch 
ld-candle power electric lamps. 


No. 84A5171 


Price, complete. 


don 


Two-Light FE 

Made in genuine brass 
brass finish, Extends 5™%4 from the 
wall. Spread, 644 inches. Tt has a stamped brass 
oval wall plate. IL inches high and 4 inches wide, 


with cast brass ornaments at top and bottom, 


From the convex ¢ 
center of the wall plate extend 
two arms, fitted w : i 


in brush 
inches 


(satin) 


ith spun brass candle plates, 
Grade cups, White opal glass candles 7 inch in 
tameter, “Wired and fitted with candelabra 


keyless sock 


ets inside of ea es 2-ine 
frosted 1tcc, candles and round 2-inch 


‘andie power electric lamps. 


No. 3445128 Price, complete, 37.50 


bxtends 
Tt has a cast 
ormmamental wall plate, 15 inches long over alland 4 inches 
wide, with a beautifully chased border, cast brass urn at 
From © cast brass 
ram’s head ornament extend two reeded arms, fitted with 
fancy cast brass candle plates, spun brass cups and white 
enameled metal candles 144 inches in diameter, 
i keyless 
frosted 


$12.50 


Period Electric 


Two-Light French Period Ribbon Bracket 

Made of heavy cast brass in antique gold finish 
Extends 34 inches from the wall. Spread, 6 inches. 
It has a cast ornamental wall plate 14 inches long 
and 2 inehes wide. This wall plate is cast brass, 
beautifully chased in French bowknot, s f and tas 
seldesign, The scarf entwines two gracefully curved 
chased cast arms, fitted with fancy cast brass candle 
plates, candle cups, 74-inch opal glass candles. The 
bracket is wired and fitted with miniature sockets 
inside of candles and twisted imitation flame frosted 
16-candle power electric lamps. 


No. 8445159 Price, complete, $138.50 


The 


Dutch Period Brackets 

Made of genuine brass in brush (satin) brass and bli 
Extends 8 inches from the wall, It hasan oval wall plate, 646 
inches longand 4inches wide, with convex plain center and cast 
beaded edge. ‘To this center is attached a cast brass ornament in 
ribbed design, from which extends a flat tubing reeded arm, 14 
inch indiameter, Thearmsare fitted with spun brass candle plate 
and cup, White enameled metal candle 144 inches in diame- 
ter, Wired and fitted with Edison base keyless socket inside of 
candle and round 24-inch frosted 16-candle power electric lamp. 


No. 84A5150 1-Light Bracket. Complete as 
BHO pemenICOr tists ena ihr ceiare.tecisiekls vik 1.6 .35.98 
No. 84A5151 2Light Bracket. Complete as 


Shown. (Pricé@s icc... ss. 
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Candle Brackets 


Two-Light French Bracket 


Made of heavy east brass in Etruscan gold finish. 
Extends 5 inches from the wall. Spread, 7 inches. 
It has a cast ornamental torch wall plate, 10% inches 
long, in urn capped pattern, handsomely chased in 
fluted floral French bowknot and festoon drapery 
From a plain center medallion extend two 
handsomely fluted cornucopie s fitted with orna- 
mental candle plates and opal glass candles 7% inch 
in diameter, The bracket is wired and fitted with 
candelabra sockets inside of candles and twisted im- 
itation flame frosted 16-candle power electri mps. 


Made 


eter, 


No. 8445155 Price, complete, $10.50 No. 
rn 
NY 
Colonial Period Brackets 
Made of genuine brass in brush (satin) brass finish. 
Extends 5 inches from the wall. _It has an oval wall canopy, 


6 inches long and 4 inches wide, The wall plate has a concave 
border and plain convex center from which extend gracefully 
eurved arms ‘4 inch indiameter. These armsare fitted with 
spun brass bobaches, candle cups. white opal glass eandles 
inch in diameter. Wired and fitted with candelabrs 
keyless sockets inside of candles and imitation twisted flame 
frosted 16-candle power electric lamps with candelabra base. 


No, 8445122 1-Light Bracket. Complete as 


shown. Price....... 5 2.25 
No. 3445123 
shown. Price 


Extends 44% inches from the wall. 
has a cast shield wall plate, 18 inches long and 6! inches 
wide, in which is mounted a silver glass mirror. 
east chased cup with floral decoration at bottom extend two 
gracefully curved re 
candle cups. 


Two-Light French Period Mirror Bracket 


of heavy cast brass in silver and finish, 


Spread, 81% inches. It 


black 


From a 


arms, fitted with chased plates and 
White enameled metal candles, 1 inch in diam 


The bracket is wired and fitted with miniature keyless 
sockets inside of candles and round 2-inch frosted 16-candle 
power electric lamps. 
old rose 


French candle 
silk, trimmed with gold braid 


3445162 


shields of plaited 


Price, complete... .319.25 


in silver and 
finish. x tenc inches from the wall. Spr 
84 inches. It has an ornamental stamped wall 
plate 7% inches high and 4% inches wide witha 
handsomely embossed reeded edge. Fromanem 
bossed cup extend two gracefully curved round 
‘<-inch arms, fitted with embossed candle ¢ up 
and white enameled metal candles 1% inches 1 
diameter. Wired and fitted with Edison bas€ 
keyless sockets inside of candles and round 22> 
inch frosted 16-candle power electric lamps 


. 3445131 Price, complete. 1+? 


SEARS, ROEBUCK AND CO., CHICAGO, IL 


Two-Light French Bracket 


Two-Light French Leaf Bracket 

Made of genuine brass in Etruscan gold 
finish. Extends 44% inches from the wall. 
Spread, 8 inches. It has a stamped wall 
plate 11 inches long and 5 inches wide. 
The plate has a beautifully embossed con- 
ventional leaf design border with orna- 
mental top and bottom and plain conyex 


Period Electric Candle Brackets 


wo-Light Fancy Bracket 

Made of genuine brass in brush (satin) 
brass and black finish. Extends 6 inches 
from the wall. Spread, 844 inches. It 
has a stamped oval wall plate, 8% inches 
long and 444 inches wide, with embossed 
edge in laurel leaf design. In the center 
is a cup ornament from which extend two 


Two-Light French Bracket 


This heavy massive bracket is made of cast brass in antique 


Made of chased cast brass in Etruscan gold finish. Extends 5 “ . a 
ies from the wall. Spread, Pitweliael Pa EGY sree oval center, from which extend two erac fully eurved arms, yp-inch in diam 7 1 3 wv 
ies long, including urn and flambeau ornament at top and lotus gracefully curved cast brass arms with eter, fitted with embossed laurel wreath Id finish, Extends 4 ves from the wall. Spread, 74% 
pendant at bottom. In the center of the plate is a handsome extending ornamental ends, beautifully plates and candle cups holding white inches. It has a cast wall plate, 17 inches long, in urn capped 
zwood style porcelain cameo with white classic figure in raised chased in leaf design. These arms are enameled metal candles 1% inches in torch pattern, handsomely chased in fluted classic design with 

on delft blue background. From below the cameo extend two fitted with 24-inch cast key husks in diameter. The candles are fitted with festooned drapery and flambeau. From the center of the torch 

conventional tulip design, key sockets Edison base Keyless sockets inside of can extend two gracefully curved cast arms, richly ornamented in 


‘efully curved arms fitted with spun brass candle plates, cast 
dle cups and opal glass candles 1 inch in diameter. The candles 
fitted with candelabra sockets inside of candles and twisted 
ration flame frosted 16-candle power electric lamps. 


No. 8445157 Price, complete as shown... .516.75 Price, complete as shown... 7.50 


Made of genuine brass in brush (satin) brass finish. Extends 4 inches 
nthe wall. The 2-light bracket hasa spread of 7 inches. Massive cast 
ss Colonial urn pattern wall plate, 1044 inches long and 44 inches wide. 
m this handsome wall plate extend two curved brass arms, 4% inch in 
meter, fitted with brass candle plates, candle cups and white enameled 
al candles 114 inches in diameter, fitted with Edison base sockets inside 
“andles, and round 2%-inch frosted 16-candle power electric lamps. 


. 8445132 I-Light Brac Complete as shown, wired. $4.25 
). 8445133 2-Light Bracket. Complete as shown, wired, 6.26 


JARS, ROEBUCK AND CO., CHICAGO, ILL. 


and round 2%-inch frosted 16-candle 
power electric lamps. 


power electric lamps. 
No, 34A51638 No, 3445152 


so-Light English Style Bracket 


Made of cast brassin silver plated and black line finish. Extends 4 
inches from the wall, Spread, 8 inche Ithasa beautifully chased cast 
wall plate, 13 inches long and 4% inches wide, with plain center and 
ornamental scalloped top and bottom. To the lower part of the oval 
center is attached a cast cup ornament in fluted design, from which 
extend two gracefully curved arms 15 inch in diameter, ‘These arms are 
fitted with spun candle plates, candle holders, miniature chain pull 
sockets, opal glass candles inch in diameter, and round 2-inch 
frosted 16-candle power electric lamps. Old rose silk shades trimmed 
with coral pink silk braid, 


No. $4A5164 — Price, complete as show Baieran sted $18.75 


dies and round 24-inch frosted 16-candle 


1.75 No. 8445158 


Price, complete as shown... .* 


chased leaf design, fitted with ornamental cast candle plates 
White opal glass candles 1 inch in diameter, 
abra sockets inside of candles and twisted 
‘osted 16-candle power electric lamps 


Price, complete as shown. .518.50 


and candle cups. 
fitted with eanc 
imitation flame 


Colonial Period Electric Brackets 

Made of genuine brass in silver pl ited finish. Extends 7 inches from 
the wall. Spread, 844 inches on light bric ket. It has a stamped oval wall 
plate , plain convex center and a cast 
hexagon cup with %4-inch flat edge acefully 
curved hexagonal arms, yy inch In diameter nal brass 
candle plates, candle holders and white enameled metal candles 14 inches 
in diameter, The candles are fitted with Edis vt ise Keyless sockets in 
side of candles and round 24-inch frosted 16-candle power electric lamps. 


No. 3445129 1-Light Bracket. Complete as shown. 
No. 3445130 9-Light Bracket. Complete as shown... 7 i 
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One-Light Rope Single 
Swing Bracket 
Solid brass, gilt finish. 


One-Light Rope Stif? Bracket 
Solid brass, gilt finish, Extends 5% 

inches. Rope arm, cast fittings and key 

Complete with pillar burner and tip. 


No. 344.1000 


inches 


100 


Price 


<q 
Y 


One-Light Curved Arm Bracket 

Made of genuine brass in polished brass finish. 
Extends 0% It hos a Sineh plain round 
wall plate and curved arm with turned Ottings 
and fancy y. The complete bracket has a 
‘inch shade ring, pillar burner and tip. Crystal 
glass, star design shade 


No. 34A1012 


Bare, Without | 


Complete 

With Ring, 
Burner and 
Gloss Shade 


Complete | 
With Ring 
and Burner, 


hoe 


One-Light Square Bracket 
Made of genuine brass in brush (satin) 
brass nish. Extends 6 inches from wall, 
I has a square wall canopy 442 inches 
in diameter with %-inch square arm and 
gaskey, The complete bracket is fitted 
with inverted gas burner and mantle, 
Frosted glass airhole ball shade with 


Complete with pillar burner and tip, 
No. 3441001 Price 


One-Light Round Bracket 


Made of genuine brass in brush (satin 
brass fNnish, 
wall. [thas a round wall canopy 4 inches 
in diameter and round 44-inch arm with 
turned end fitting and key. © 
bracket is Ntted with 


Inexpensive Gas Brackets—Upright and Inverted 


One-Light Rope Double 
Swing Bracket 
Solid brass, gilt finish, Extends 184 
inches. Rope arms, cast fittings and key. 

Complete with pillar burner and Up 


No. 34A1002 


Extends 9% 
Rope arm, cast fittings and key. 


Ine Price She 


x — 


One-Light Candle Bracket 


Genuine brass in brush (satin) brass finish, 
Extends 6 Inches from wall, It has a wall con. 
Inches in diameter and arm % inch in 
with turned end ftting and ke The 
complete bracket has a brass candle cup, white 
Klass candle and bobache, brass pillar burner 
ond tip, 


a wall canopy 4% 


and keys, 


gloss shades, 


No. 34A1016 


Bare, No Cup, 
Pillar Burner or 
Candle 


10c 


Complete 
With Cup, Burner 
and Candle 


Rings, 
Burners or 


dle 


One-Light Square Bracket 
Genuine brass in brush (satin) brass 
‘nish, Extends 6 inches from wall. It 
hos a square wall canopy 4‘ inches 
in diameter and square arm % inch in 
diameter with square gas key. The 
complete bracket has a dinch shade 


Extends S's inches from 


mplete 
nverted gas burner 


and mantle. Frosted glass paneled open ring, pillar burner and tip. Frosted 
clear mitered ribs, bottom shade, glass square shade. a 2 oe 
: : - < 
No, 3442520 No. 84A2510 No. 8441050 
Bare.With-| Complete Complete Bare, With mplete 0 le Bare, With-| Compl ; te 
% \- ny 5 > ete Complete 
ad | With Burner | With Burner, Out Burn. | With Gurner | With Burner, ‘out Ring, With Ring With Ring, 
‘s are and Mantle, Mantle er, Mantle | and Mantle, Mantle Burner and Burner, Burner 
‘Shad Without and Gla or Glass Without or Glass Without and Glass 
= de__|__Shade |” Shade Shade Shade |_ Shade Shade Shade 
Ss a & = im Payee 
31.08 | $1.50 | $1.65 65e | $1.08 66 TO0¢ 95e 
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wo-Light Straight Arm Bracket 
Genuine brass in brush (satin) brass finish, Ex 
tends 6 inches from wall. 1 
inches in diameter and arms % 
inch in diameter with turned center and end fittings 
The complete bracket 
shade rings, pillar burners and tips. 


No. 84A1018 


‘Bare, Without | Complete With. 
Rings and 
Burners, 


Gloss Shades | Glass Shades 


$1.37 | 


$1.64 


One-Light Square Stiff Bracket 


lished finish. Extends 
juare arm, cast fittings, 
Complete with pillar burner 


Solid brass. 
5% inches. 
fancy key 
and tp. 
No. 34A1006_ Price 


24e 


Spr inches. It has finish. 


has 4 inch brass 
Plain frosted 


end fitting 
brass flambe 


nd key. 


One-Light Square 
Single Swing Bracket 
Solid brass, polished finish. 
10 inches, 

key. Complete with pillar burner and tip 


No. 3441007 Price 


One-Light Sheffield Bracket 


Genuine brass in brush (satin) brass and black 
Extends 544 inches from the wall. 
around Sheffield wall canopy 5 inches in diameter te 
with round arm 


Tt has 


% inch in diameter with round 
The complete bracket has 


| Complete With 
Rings, 

Burners and 

Gloss Shades 


$1.98 


Without! 


One-Light Straight Bracket 

Genuine brass in brush (satin) brass 
finish, Extends 6 inches from wall. It 
has a wall canopy 434 inches in diameter 
and round (-inch arm with turned end 
lting and key, The complete fiature is 
fitted with inch shade ring and pillar 
bumer and tip. Frosted glass round 


shade, 
No. 84A1017 


Bare, With-| Complet Complete 
outRing, | With Ring | With Ring, 
Burner | and Burner 
orGlass | Burner, and Glass 
Shade | NoGlass Shade 
| - 
40c 48¢ 65e¢ 


Bare, No Flame 
or Burner 


78e 


Complete With Flame 
and Burner 


Extends 
Square arm, cast fittings and 


390 


One-Light Square 
Double Swing Bracket 


Solid brass, polished finish. Ex- 
tends 1815 inches. Square arms, GAt 
fittings and key. Complete with pilla 
burner and tip. 
No. 34A1008 | Price c oY 


One-Light Curved Arm Bracket 


Solid brass brush (satin) brass finish, Extend: 


9% inches, Ithas a wall canopy 4 inches in diame 

pr and 3 inches dee 
indiameter with turned fittings and round gas 
key. 


Pp, and curved arms % inet 


The complete bracket has a 4inch shade 


uu, pillar burner and tip. ring, pillar burner and tip. Plain frosted glas: 
shade. 
». 34A1070 No, 384A1014 
“| epee Bare, Without Complete Complete 


Ring. 
Burner or 
Glass Shade _ 


With Ring 
and Burner, | 
Without Shade 


With Ring. 

Burner and 

Glass Shade 
68e 


7c 5le 


One-Light Sheffield Bracket 


Made of genuine brass in brush (satin) 
brass and black line finish, Extends 7 
inches from wall. Ithas a SheMeld wall 
canopy 5 inches square, ribbed square 
arm and key, The complete bracket is 
fitted with inverted gas burner and 
mantle. Frosted glass open bottom 
shade with clear ribs. 


No. 34A2530 
are With-) Complete 


One-Light Curved Bracket 
Made of genuine brass in polished 
brass finish. Extends 10 inches from 


wall, It has a round wall canopy 4 
inches in diameter and curved arm with 
fancy key. The complete bracket 1s 
fitted with inverted gas burner and 
mant Frosted glass open bottom ball 


shade with beaded ribs, 


No. 3442500 


)_ Complete Bare, With-) Complete Complete 
out Burn- | With Burner | With Burner, out Burn- | With Burner | With Burney 
er,Mantle | and Mantle, | Mantle er, Mantle | and Mantle, Mantle 
or Glass Without and Glass or Glass | Without and Glass 

Shade Shade _ Shade Shade Shade Shade 
91.49 | $1.90 | $2.15 55e 83c 96 


SEARS, ROEBUCK / 


{ND CO., CHICAGO, ILL. 


Gas Pendants and Hall Lights 


One-Light Pendant 


eugth to bottom of gas key, 30 inches. 


One-Light Harp Hall Pendant 


Length to bottom of key, 30 inches. 
le of solid brass in polished brass finish Width of harp, 11 inches. Made of genuine 
las a brass tubing stem ‘-inch in brass in polished brass finish. It has a 
neter, fitted with stiff joint (coupling) stem %& inch in diameter, with stiff joint 
round gas key. The fixture is fitted (coupling) and cup ornament which sup- 
h a brass pillar burner with lava tip. ports a harp of *<-inch tubing with fancy 
s fixture should not be confused with cast gas key and smoke bell. The fixture 
cheap brass plated iron pendants is fitted with a 4inch brass shade ring and 
red, pillar burner with lava tip. Crystal glass 


shades in floral design. 
84A1200 Price, complete..29¢ — ie n See att 
ae q 8441205 
¢ ro) Same as No, 3441200, 0. 84A1205 | DN ie 
» 3441201 Geseribed above, 4. glass shade 
1t 36 inches in length, Price.....98¢ 


‘ARS, ROEBUCK AND CO., CHICAGO, ILL. — 


_ b6¢ 
98c 


Price, complete with glass shade 


o-Light Pendant 


Length to bottom of gas keys, 36 inches. Spread 
16 inches. Made of genuine brass in polished brass 
finish. It has a stem 5¢ inch in diameter with fluted 
design cup shaped ornament and round eurved arms 
#{ inch in diameter, with faney cast Keys. The com- 
plete fixture is fitted with brass pillar burners with 
lava tips. Onaccount of its wide spread this pendant 
throws light to all parts of the room. It is used 
extensively for lighting kitchens, laundries, ete. 
Glass shades can be supplied if desired at addi 
tional cost. 


No. 34A1202 Price, complete as shown 


89 


————————— | 


One-Light Square Hall Pendant 


Length to bottom of gas key, 30 inches. 
Made of genuine brass in polished brass 
finish. It has a flat ceiling plate 4 inches 
in diameter, round stem %% inch in diam 
eter supporting a “-inch brass tubing 
harp and brass smoke bell. Inside the 
harp is a square brass frame surmounted 
with an ornamental brass crown, The 
brass frame is fitted with clear bevel plate 
glass sides. Complete with brass pillar 
burner with lava tip 


Price, com ry: 
as shown 52-98 


No. 84A 1207 


One-Light Pendant 


Length to bottom of gas Key, 36 inches. 
Made of genuine brass in polished brass 
finish. It has an embossed ribbed ceiling 
canopy 3% inches in diameter, and stem 
4, inch in diameter with cast brass key 


The fixture is fitted with +inech brass 
shade holder and pillar burner with lava 
tip. Fancy presse stal glass shade in 
cut star design 

) Price, without 

03 x 
No. 34A1203 gags shade ......59% 


Price, complete with glass shade...G9¢ 
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One-Light Pendant 


_ Length to bottom of glassware, 32 
inches. Genuine brass in. brush (satin) 
brass finish. The stem is % inch in 
diameter, with fancy gas key. The 
complete fixture is fitted with inverted 
sas burner and mantle. Frosted glass 
open bottom ball shade with beaded ribs. 


No. 34A2600 


Bare, Complete, 
Without |, With 

Style | Rumer, ("antl 
Or Glngs Without | and Glass 
Bees | fae | Se 
| 68e | $1.06 | $1.18 
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o-Light Round Pendant 


Length to bottom of glassware, 36 inches, Spread. 
11% inches. Made of genuine brass in brush (satin) 
brass finish, It has a round ceime canopy, 5 
inches in diameter, and round stem % inch in diam- 
eter, with arms tomateh with turned round center, 
end fitting and round keys, The complete fixture 
is fitted with inverted gas burners with 3%4-ineh 
shade holders and mantles. Frosted open bottom 
glass balls with beaded ribs and center band, 


One-Light Hall Pendant 


Length to bottom of gas key, 25 inches. 
Made of genuine brass in polished bra 
finish. It has a stem inch in diam- 
eter, supporting a harp with fluted cup 
ornament and faney The complete 
fixture is fitted with inverted gas burn- 
erand mantle. Frosted glass open bot- 
tom ball shade with beaded ribs. 


No, 8442602 
No. 8442606 — 


“Bare, 


Sena i Complete. | Complete, 
Bare, Complete, | 3 Without With With 
Without With Burners Complete, . Burner, {Burner and 
Style Burners and Mantles, | With Burners, Style Mantle | Mantle, 
3 Mantles or Without "| Mantles and or Glass | Without | and Glass 
| 8 Shades| Glass Shades | Glass Shades ade | Shade | Shade 
: ~ = . = my ~ a 
2Light | $2.15 ba | LLight! 98e | $1.36) $1.48 
& ee bO e cA ee SO: 


Inverted Gas Pendants 


Two-Light Square Pendant 


Length to bottom of glassware. 35 inches. 
Spread, 11% inches. Made of genuine brass in 
brush (satin) brass finish. It has a square ceiling 
canopy 444 inches in diameter, and square stem 
4 inch in diameter, with arms to mateh with 
square center, end fittin nd faney square keys 
‘The complete fixture is fitted with inverted gas 
burners with 34-inch shade holders and mantles. 
Frosted glass fancy paneled gas shades. 


No. 8442607 


Mantles and 


Bare, | Complete, — : 2 
Without | With Burners | Complete, 
Style Burners, | and Mantles, 4 ft 


Mantles or 


One-Light Round Pendant 


Length to bottom of glassware 
inches. Made of genuine brass in bru 
(satin) brass finish. It has around ca 
opy 5 inches in diameter, and stem 
inch in diameter, with fancy gas ke 
The complete fixture ‘is fitted with i 
verted gas burner and mantle. Frost 
glass open bottom ball shade with bea 


edribs. No. 34A2601 
Complete, | Complet 
Without Wit | corrnth 
yyut \Burner and) gurner 
Style | Mantle | Mantle, | Mantle 
| orGlass | Without | and Gla: 
|| Shade | glass | Shade 
2 = lira einen WERE cry) | Qc 
I-Light) 85e $1.27 | .3f 


AND CO., CHICAGO, ILI 


Inexpensive Gas Chandeliers 


Fancy Embossed Chandeliers 


ength to bottom of body, 36 inches. Spread, 20 inches. Made of genuine 
sin brush (satin) brass finish. It has an embossed ceiling canopy 4% inches 
meter, The plain round stem is % inch in diameter, to which is attached 
bossed ball body surmounted by embossed cup ornament. From the body 
nd curved gas arms, fitted with faney keys. The complete fixture is fitted 
finch shade rings, brass pillar burners with lava tips. Pressed glass 
es in crystal floral wreath and rib pattern 
Bare, Without 
Style Rings, Burners or 
Glass Shades 


mplete With Complete With 
and Burners, | Rings, Burners and 
t Shades Glass Shades 


2-Light $1.65 1.71 $1.95 
A1306 | 3-Light | 1.98 ©), 2) 2148) 


ARS, ROEBUCK AND CO., CHICAGO, ILL. — 


Two-Light Hall or Bedroom Fixture 


Length to bottom of ornament, 36 inches, Spread, 7 inches. 
Made of genuine brass in brush (satin) brass and black finish. It 
has an embossed Sheffield ceiling canopy 5 inches in diameter, 
and reeded stem 1 inch in diameter. ‘The stem supports an oval 
embossed Sheffield body pan measuring 8 inches in length and 
4 inches wide with ornamental cast brass knob at bottom. The 
extreme ends of this pan are fitted with fancy gas lights having 
Sheffield burner pans and candle cups, cast brass keys, brass 
pillar, burners with lava tips and round white opal glass candles 
and bobaches. 


No. 344127 


Ow Leader Chandeliers 


Length to bottom of keys. 36 inches. Spread, 18 inches. Made of genuine 
brass in polished brass finish. It has an embossed ceiling canopy, 4inches in 
diameter, and stem. Upper part of stem is plain, 9S inch in diameter: lower por- 
tion is twisted, % inch in diameter. To this stemis attached a ballcenter body 
with ribbed band surmounted by brass cup ornament. From the body extend 
curvedarms, fitted with fancy keys. Thecomplete fixt has +inch shade rings, 
brass pillar, burners with lava tips. had rystalstar pattern. 


Pressed glass s 


> With 


= PATe Without ( vith Complete 
Catalog No. Style Rin 5 Burners r | Ring Burners Rings, Barmers and 
84A1300 | 2-Light} $1.12 $1.23 $1.48 
84A1301 | 3-Light | 1.48 1.65 1.95 


n a 
Price, complete as shown.......... Pnonachocnedc 


Page Sixty-Five 


v I a Y, B 

Square Mission Chandeliers 
Length to bottom of knob, 46 inches, Spread, 18'4 inches. Made of 
epanine brass in brush (satin) brass finish, It has a square ceiling canopy, 
4*6 inches in diameter, and square stem, % inch indiameter, Thestem sup 
Ports an oval body with plain band incenterand cast brass ornamental knob 
at bottom with square edges. From the body extend straight square arms 
inch in diameter, with square end fittings, square pans and long square 
ie vs The complete fixture is fitted with &inch shade holders and brass 
Pillar burners with lava tips. Square frosted glass shades. 


} Bare, Without Complete With, Rings) Complete With 
Rings, Burners orjand Burners, Without) Rings, Burners and 
|_Ginss Shades. | GlnssShades | Glass Shndes 


Cataiog No. | Style 


Seer peal $8.05 | $8.55 
S4A1824 | 4Light 4.47 4.65 | 5.65 


Chandeliers 


Mission Style Gas 


Round Mission Chandeliers 


Length to bottom of keys, 36 inches. Spread, 20 inches. Made of 
genuine brass in brush (satin) brass finish. It has a large ceiling canopy 
4‘ inches in diameter, and stem 4 inch in diameter, with ball ornament 
in center and supporting a large pineapple shape plain body. The body 
is surmounted by cup ornament and measures 8 inches over all. From 
the body extend curved gas arms fitted with fancy keys. The complete 
fixture Is fitted with #inch shade rings and | s pillar burners with 
lava tips. Plain flared frosted blown glass shade 


Square Mission Chandeliers 


Length to bottom of ornament, 36 inches. Spread, 20 inches. This ve 
massive and handsome square Mission style fixture is made of genuine bra 
in brush (satin) brass finish, It has a squ ceiling canopy 444 inches 
diameter, and square stem inch in diameter, fitted with a large squa 
body. The body flares at top and bottom to 544 inches square and measun 
in length 11% inches to bottom, of ornament. From the center of the bot 
extend straight square arms, 4 inch in diameter, fitted with square & 
keys. The complete fixture is fitted with tinch shade rings and brass pill 
burners with lava tips. Square Mission frosted glass sl 


ea Bare, Without |Complete WithRings| € Faas te With | Bare, Without | Complete With Rings| Complete W ith 
Catalog No, | Style |Rings, Burners or and Burners. With- | Rings, Burners Catalog No. | Style Rings, Burners or) and Burners. With- | Rings, Burners au 
| el Glass Shades | out Glass Shades and Glass Shades Glass Shades | out Glass Shades | ___ Glass Shades” 
$4A1310 ei nt] $1.89 | $1.51 | B4A1898|oLight| $4.88 | $4.95 | $5.45 
_84A1811 3-Light | 1.76 1.94 | 34A1329 | 4-Light 6.41 | 6.65 | 7.65 : 
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Richly E’mbossed Chandeliers 


Length to bottom of ornament, 36 inches. Spread, 19 inches. Made of 
luine brass in brush (satin) brass and black finish. It has an embossed 
ling canopy 5% inches in diameter, and plain stem ™% inch in diameter. 
> large taper shaped body is embossed around the edge and measures 13 
hes in length, including the ball. From the body extend curved arms, 
ed with cast brass floral ornaments and fancy gas keys. The complete 
ure is fitted with 4inch shade rings and brass pillar burners with lz tips. 
sted fluted glass shades, ornamented with fic a i rglass. 


Complete With 


Bare, Without {Complete With Rings| 


Chandeliers 


al td a at at ot ote | 


Matte Gilt Chandeliers 


Length to bottom of keys, 87 inches. Spread, 19 inches. Made of 
genuine brass in polished brass finish with rich matte gilt decoration. 
It has aceiling canopy 4 inches in diameter, and stem % inch indiameter, 
with cup ornament. The large oval body is polished brass, embossed w ith 
beaded design and decorated with a matte gilt band, and measures 11 
inches in length, including cup ornament. The curved arms are fitted 
with fancy keys and cast brass ornaments in matte finish. The com- 
plete fixture is fitted with 4inch shade ring and brass pillar burners with 
lava tips. Pressed crystal glass shades in cut glass design. 


atalog No. | Style |Rings, Burners o1jand Burners, Without) Rings, Burners and ra | Complete With 
Glass Shades Glass Shades Glass Shades Catalog = Bare, Without Mestad Complete With 
aE === = - ~ se No. Style Rings, Burners |gurners, Without) Rings, Burners 
1A13532-Light) $38.28 $3.40 $3.78 _ or Glass Shades |BUmers: fy us, jand Glass Shades 
}A1354|3-Light| 3.93 | 4.11 4.68 $4A1341 |2-Light} $2.31 | $2.43 $2.69 
(A1355 | 4-Light! 4,65 4.89 5.65 34A1342 |3-Light 2.91 | 3.09 3.48 
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Hexagon Pancled Chandeliers 


Length to bottom of gas keys, 36 inches. Spread, 17 inches. Made of 
genuine brass in brush (satin) brass finish. It has a paneled ceiling canopy, 
5 inches in diameter, and stem. The stem is % inch in diameter, the upper 
part round and the lower part paneled (hexagon) with paneled ball orna- 
mentincenter. The large hexagonal body measures 11% inches over ill, and 
from it extend curved arms with fancy scroll ends and gas keys. The com- 
plete fixture is fitted with 4inch shade ri and brass pillar burners with 
lava tips. Eight paneled frosted blown glass shades = — 

= Bare, Without [Complete With Complete With 
Style |Rings, Burners orand Burners, Without) Rings, Burners and 
Glass Shades Gla : 


Catalog No. 


34A1317| 2-Light| $2.45 $9.57 
84A1318 | 3-Light 2.99 3.17 | 
34A1319| 4Light! 3.24 a 
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Round Inverted Gas Chandelier 


Length to bottom of glassware, 46 inches. Spread, 14 inches, Made of 
genuine brass in polished brass finish. It has a round ceiling canopy 4 inches 
in diameter, with stem ‘4 inch in diameter. The stem supports a polished 
ball body surmounted by brass cup, from which extends four gooseneck arms, 
fitted with pany gas keys. The complete fixture is fitted with inverted gas 
burners with 34-inch shade holders and mantles. Open bottom frosted 
Blass ball st ith embossed centers and beaded ribs and band. 
Bare, Without | Complete With 


Burners and 
Burners, Mantles pone 
A lage ence) Mantles, Without 


Complete 
With Burners, 
Mantles and 


Catalog No, Style 


— Glass Shades 


Inverted Gas Chandeliers 


SASARASAaeasans! 


7 Al . y, tay 
Two-Light Inverted Gas Chandelier 
Length to bottom of glassw i Spread, 19 inches. Made 
of genuine brass in poli 4 round ceiling canopy 
4 inches in diameter, and stem % inch in diameter, the upper f 
Which is plain and the lower part twisted. The stem support be 
surmounted by cup ornament measuring 54 inches over all, from 

tend two curved gas arms with fancy key The complete 
fitted with inverted gas burners with 34-inch shade holders and 
Open bottom frosted glass ball shades with beaded ribs. 


Length to bottom of glassware, : 
of genuine brass in brush (satin) | 


centers. 3 


| Comple 


ligase Comple 
| Bare, Without “att 
| 


ners and With ap clee 

2708 \8-Light)  81,¢ i JaBars,Wuour | Ciaihcre wae | wanders, Sore Fareibs atts] sani ee | Qc 

ae aooS [eLight) $1.65 | $3.25 $3.61 See |_ Some [relat Stace enter eiony nleeene’ “Sy Aazaq lactightl g4.05 | 85.60 $6.29 | 

84A2701\4-Light| 1.95 4.10 4.58 84A2700|2-Light| & | $215 | $2.39 34A2780|4-Light| 4.85 | 7.75 | BOP ; 
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Inverted Gas Fixtures 


Two-Light Inverted 
Gas Fixture 


Square Inverted Gas Chandelier Hexagon Inverted Gas Chandeliers 


Length to bottom of glassware, 38 inches. Spread, 16 inches. Length to bottom of glassware, 30 inches. Sp fade of gen- Length to bottom of fixture, 36 inches. Spread, 19 inches. Made of 
enuine brass in brush (satin) brass finish. has a square ceiling uine brass in brush (satin) brass and black finish. 0 res 14 inches long genuine brass in brush (satin) brass finish. Fancy ceiling canopy, 5 inches 
»py 444 inches in diameter, and square stem “ inch in diameter. and 7% inches wide. It has a round ceiling canopy inches in diameter, with in diameter, Stem. % inch in diameter, the upper part r nd and the 
short stem and cast ball end fitting. From this ball fitting extend two solid brass lov Art Hexagonal. The large oval hexagonal bod urmounted 

1 ed arms of 


e edges and ornamental cast 


stem supports an oval body with squi 
i ing the 1#inch oval pan. This pan by a cup ornament and measures 12 inches over 


s knob at bottom from which project four square arms, with square Vinch curved arms with seroll ends, supporting 
keys and end fittings. The complete fixture is fitted w ith inverted is beautifully embossed around the edge ine tistic design and has a plain convex square tubing with fancy gas keys extend from t <Ly The com- 
burners with 34 inch shade holders and mantles. Glass paneled center and east brassacorn knob. The ends of the pan are fitted for two inverted plete fixture is fitted with inverted gas burner «inch shade 
ith fancy embossed centers. lights. The complete fixture s inverted gas burners, 34-inch shade holders and mantles. Paneled frosted open bott vlASSWATE, 
=a = Bare, Without | Complete With [Complete With holders in full electric effect and chain pull keys. Frosted fancy open bottom Hare Without | Cor With [Complete With 
lalog N Sty’ Burners | Burners and Burn shades. handsomely embossed in le f design with beaded stripes. , Burners vad Burners, 
ae Style Mant | Mantles, | Bare, Without Complete With | Complete With — Catalog No. Style Mantles or | | A || erie serie 
= = Glass Without Shades Catalog No Style burners, Burners and i Burners ; to _|__ Glass Shade \ ades | Glass Shades 
Waa - 5 p ‘a a io - Mantles or Mantles. lantles and - a) F; > ie GQ Fe @o oa 
2726 | 2-Light $4.50 | $6.10 7 | __|__ Glass Shades Without Shedes Glass Shades 34A2717| 2-Light | 52.65 33.98 53.88 
A2725 | 4-Light 5.75 7.98 | 34A2705| 2-Light | $4.80 86.6: f 2718)| 3-Light 3.25 4.80) | 5.25 
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Four-Light Inverted Gas Shower 


Length to bottom of glassware, a6 inches. Spread, 18 inches. Round 
pan, 12 inches in diameter. Made of genuine brass in brush (satin) brass 
and black finish, It has a plain round canopy 5 inches in diameter, and 
round stem 7% inch in diameter, supporting the Linch round pan. "This 
pan has a plain edge and spun taper body with east ornaments in festoon 
and bowknot design, om the top of the pan extend four round reeded 
seroll arms with faney cast Joop ends, The complete fixture is fitted with 
inverted gas burners with 84-inch shade holders and mantles, Frosted 
lass grape stalactite shades, 


Bare, Without Complete ~~ Complete 


N Hurners, With Horners With Burners, 
Catalog ‘No, Style Mantles or Glass F Mantles and 
Shades _ Gloss Shades 


84A2713 | 4-Light | $11.15 $18.75 | $14.75 


Inverted Gas Fixtures 


One-Light Semi-Indirect Gas Fixture 


Length to bottom of glass bowl, 24 inches. Made of gen- 
uine brass in brush (satin) b finish. It has a round canopy 
Sinches in diameter, and stem %% inch in diameter, fitted with 
brass shell body. Attached to this body » three solid brass 
link chains whieh support an 11%4-ineh ring for glass bowl. 
From the center of the body extends a brass stem, fitted with 
by-pass, the chains of which pass through the side of the band. 
for turning off and on the gas. Complete with inverted gas 
burner, with 34-inch holder, mantle and gas globe, The bowl 
is made of frosted glass with fancy clear stripe. It measures 
10 inches in diameter across the top and flares to 12 inches in 
diameter at widest part, with pointed center, 


No, 84A1874 


Price, complete as shown... 


Four-Light Inverted Gas Fixture 


Length to bottom of glassware, 35 inches. Spread, 20 inches. Diameter of pat 
18 inches. Made of genuine brass in brush (satin) brass and black finish. It has 
ceiling canopy 44 inches in diameter, with plain stem 7 inch in diameter, suppor 
ing the 18-inch spun pan. This pan has a plain edge with round gas keys and plai 
pear shaped center with applied floral ornaments and cast brass fancy ornament 8 
bottom. From the top of the pan extend four curved reeded arms with serc llend: 
for gas lights. The complete fixture is fitted with inv ed gas burners with 3¥ 
inch shade holders and mantles. Frosted glass open bottom balls with fane 
embossed nels and beaded band and ribs. 


Bare, Without | Complete With | Complete” 


| : 
u Bi ers. Burners and | With Burners, 

Catalog No. | Style Mantles or Glass | Mantles, Without | Mantles and 
Shades lass Shades _|_Glass Shades 

E 714A > = 3 | @ > | 210 Ohm 
$4A2714, 4-Light $9.35 | $11.87 | 12.35% 
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One-Light Semi-Indirect Gas Fixture 


ength to bottom of bowl, 30 inches. The hanger is made of genuine 

n brush (satin) brass finish. It has a round brass ceiling canopy 4% 
sin diameter, with sho-t stem, supporting a round emboss ( 
n the side of the body extend three gracefully curved 
with scroll ends, fitted with three cast hooks. These hooks support a 
: bowl measuring Lt inche top and 16 inches at widest part. The 
| is satin finish, closely sembling pure white Castilian 
de; beautifully embossed in reed and ribbon design border and fluted 
ed bottom. On the inside of the bow! is a curved gas arm, fitted with 
and the chains passing through loops on the hooks to the outside, 
urning off or on the ga Complete with gas burner with 34-inch 
er, 5-inch gas globe and mantle. 

84A1370 Price. complete as shown..........-.-- $11.98 


4RS, ROEBUCK AND CO., CHICAGO, ILL. 


One-Light Semi-Indirect Gas Fixture 

Lenzth to bottom of glass bowl, 30 inches. Made of genuine brass in 
brush (satin) brass finish. It has a round canopy 4% inches in diameter, 
with cast hooks and round stem 9% inch in diameter. From these hooks 
id three solid brass round link chains supporting a 16-inch spun 
This band is fitted with a 14x15-ineh light radiating frosted 
The bowl closely resembles Italian marble and is hand- 
somely embossed on the bottom in fluted panel and bead design with 
an embossed border in raised relief. From the bottom of the canopy 
extends a %-ineh solid brass stem. fitted with by-pass, the chains of 
which pass through the side of the band for turning off or on the gas, 
Complete with burner, having a 34-inch globe holder, 5-inch gas globe 
and mantle 
No. 34A1373_ Price, complete as shown 


exter 
brass band 
glass bowl 


10.50 


‘ > 

| Indirect Gas Fixture 
45 inches, Made of genuine brass in brush 
(satin) brass and black finish. It has a round ceiling canopy nehes in 
diameter, with 74-inch stem, supporting a round body ball $44 inches in 
diameter, with cast brass knob. From this body ¢ d three gracefully 
curved arms with fancy scroll ends and turned brass centers supporting a 
Ltinch massive metal band richly embossed in flower lleaf design. The 
band is fitted with a 15-inch light radiating sattr ted glass bow], 
beautifully embossed in Corinthian fluted desiz ro WwW ith beaded 
design border, On the inside of the bowl! Isa ‘ s arm fitted with 
by-pass and the chains extending through th band for turnin on or oft 
the light. Complete with gas burner lia 1 314-ineh holder, 5-inch gas 
globe and mantle. 


No. 4A1372 


One-Light Semi- 


Length to bottom of bowl 


$16. 


Price, complete as shown 
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Combination Inverted Shower Fixtures 


ii HUN 


j 
i 


Y S i 


Wil 
\ 


i 
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Four-Light Combination Fiature e-Light Combination Shower 


. Length to bottom of glassware, 86 inches. Sp d 

Length to bottom of glassware, 85 inches. Spread, 20 inches. Made of of genuine brass in brush (satin) brass and black finish. It plain 

genuine brass in brush (satin) brass and black finish. Tt has a ceiling round eanopy 44 inches in diameter, and plain round stem 76 inch in 

canopy 4% inches in diameter, with plain stem ™% inch in diameter, The diameter, The stem supports a 12-inch round pan with plain edge with 
stem supports a Linch spun pan with plain edge with two e: 


ad, 18 inches. Made 


ee 
b Shower 


I rare. inches. > 2 inches. Made 
keys and two gas keys, and spun taper body with east ornaments in festoon and Length to bottom of glassware, 39 ances SOReepeTOGTEE- FM ade 
pear shape ornamental center with applied floral rosettes and east brass bowknot design, and faney east brass loop connection at bottom for one genuine brass_in_ brush (satin) brass finish. iach 1 pan with peaE 
faney bottom knob, From the top of the pan extend four curved reeded electric light. From the top of the pan extend four round reeded scroll canopy with 7&-ineh stem which supports an 18-inch round pa 
arms with faney scroll ends, for two gas and two electric lights. The rom on I 
plete fixture is wired and fitted with 


mT, e . >) is atte «da stem with 3M. 
4c ms with faney east loops, two ‘as and two for electric lights. shape center. To the bottom of this ornament is attached a ste i 
ey sockets and §\4-ineh shade holders i 


; an > electric lig’ a > edge of the pan de 
wee VU iC The complete fixture is wired with and fitted with key sockets inch key socket cover for one Sleo W ht, From it eds eck aie With 
for electric lights: inverted gas burners with 3™%-ineh shade holders in full With 84-ineh shade holders for ele hts; inverted g i stems, two fitted for : frosted glass shades. 
electric effect, and mantles. Frosted glass open bottom balls with embossed $\-inch shade holders in full electric effec t. and mantles. s olders in full electr ic ve es ‘Os ass 
centers, beaded ribs and band, grape stalactite shades, with bead fringe and a frosted glass 6 inch glass ba : = = 

a, lo , “a a 5 = = | 7 ‘omplete, | Complete Witt 
| Complete With |, Bare, Without | Complete, |Complete With Fpgeren without |, Comp Glass, ns i 
Catolog Ny. Style ut | ass, Os Catalog No. Style Burners or Glass,| but Without Glass, as Catalog No. Style Burners or Glass. but Without Shown, Wired) 
—$$<——— | Not Wired (Glass, Wired} Shown, Wired : | Not Wired [Glass Wired Shown, Wired | _ Not Wired (Glass, Wired ane a .: 
| + (2 gas) ny A | 9 o7 Q ~ e = = Deas) | = = = =a ; Sal aac (2gns) ny . $19.6 $14.7 
SHAQOIAMLighta Meco! $9.35 | $12.97! $19.75 $4A29135-Light (slectricy| $10.45 | $13.73 | $14.98 84A2911 |5-Light (3 ectric) $9.60 | $12.64) 514.719 


Page Seventy-Two SEARS, ROEBUCK AND CO., CHICAGO, oe 


AAAAAAARAaeaaee 


Spread. 19 inches. Made of 
uine brass in polished brass utte gilt finish. It has a ceiling 
opy 4 inches in diameter. inch in diameter. the upper part 
nand the lower part twisted. The stem supports a large oval body. 
ossed in beaded design, surmounted by a beaded cup, measuring II 
x including cupand ornament. From the body extend two curved 
s floral ornaments and fancy keys, and curved electric 
The complete fixture red and fitted with key sockets, 
nch electric shade holders, inverted gas burners with 34-inch shade 
lers and mz ntle: Frosted flass ball shades with crystal beaded ribs. 
are, Without | Complete, but [Complete With 
Burners or Glass,| Without Glass Glass as 
| Not Wired Wired | Shown, Wired 


A841) 4-Light{?8vune! $2.98 | $5.50 | $5.98 
ARS, ROEBUCK AND CO., CHIC AGO, ILL, 


Length to bottom of glassws 


alog No. | Style 


{i 
MW 
tik Il 


Ay yi i is * iif E 
tt) vf Wi 8 if fl DD 
5 a = 0 é = 

Nine- Light Semi-Indirect Shower 
sware, 36 inches. Gas spread, 18% inches, 
Electric spread, 13 inches. Made of genuine brass in Roman matte 
(brush) and burnished gilt finish From the 6-inch ribbed ceiling 
canopy extends a 74-inch stem with cast hooks, to which are attached 
four solid brass link chains, supportinga 16-inch ornamental spun brass 
pan. decorated with beaded design edge. The bottom of this pan is 
fitted for one electric light and forms a 10-inch holder for glass bowl 
From the outer edge of the pan extend four gas lights, and from the 
under side of the pan extend four 24-inch soc covers. embossed to 
match canopy, on link chain connections, for electric lights. ‘The com 
plete fixture has silk cord, one keyless socket inside the bowl, four key 
sockets on the sides and cast flame gas burners with lava tips. Frosted 
glass fancy crystal stripe pointed shape bowl, measuring 10 inc hes 
across the top and 12 inche widest part, and shades to match 
| Bare, With | Complete. |Complete With 
| outGlass, | but Without | Glass, as 

Not Wired |Glass. Wired| Shown, Wired 


34A3482 9- Light {Sfrerrid $10.50 | $12.90 | $14.95 


Length to bottom o 


Catalog No. Style 


Light Inverted Chandelier 
Spread, 19 inches. Made of 
It has a large ceiling 


rp 

Four- 

Length to bottom of ¢ Aaa are, 36 inc’ 
genuine brass in brush (satin) brass and black finish 
canopy 5% inches in diameter, beautifully embossed around the edge, with 
plain stem % inch in diameter. The stem supports a large fancy body 
measuring 1344 inches over all, embossed in classic design, surmounted by a 
beaded ball. From the body extend two curved gas arms with floral cast 
brass ornaments and faney keys, and two electri to match, The com- 


ple te fixture is wired ind fitted with key sockets, 3% h shade holders for 
2 : lights, inverted gas burners with Be i ide holders in full 
ctrie effect arid mantles: Fancy fluted lig «lass shades. 


Bare, With 


Catalog No. Style Burners © 
Not Wired 
$4.A2853) 4-Light {3 etecric $4.95 


Page Seventy-Three 


Pour-Light Combination Chandelier 


Length to bottom of glassware, §0% inches. Spread, 
Made of genuine brass in brush (satin) brass finish, 
ceiling canopy 444 inches in diameter, 


Four-Light Combination Chandelier 
2116 inches, 


Length to bottom of fringe on glassware, 38% inches. Spread 
Tt has a square 


17 inches, Made of uine brass in brush (satin) brass finish. I 
and square stem ™%} ineh in ey Y Y y oD pp- has a large ceiling canopy 5 inches in diameter, and plain roun 
diameter, The stem supports a large square body, flaring at top and Light ( ‘ombination Chand lie u stem 1 inch in diameter. The stem supports rge round cylin 
bottom to 544 inches square, and measuring 11 inches in length, Length to bottom of glassware, 38 inches. Spread, 16 inches. 
including bottom ornament. 


From the body project two square gas brass in brush (satin) brass finish, 


der body measuring 15% inches long over all, flaring to 5 inch 
arms with square gas Keys and two electric arms to mateh gas. The 


r : It has a se 
diameter, and square stem ‘4 inch in diameter. 


diameter at top. From the body project two round gas arms w it] 
A ; : 4 body with AER . 2 i lwith = round gas sand two round electric arms to match. The com 
complete fixture is wired and fitted w ith key sockets, with §™\-ineh ae rg ee La hee i it a atted plete fixture is wired and fitted with key sockets and 34-inch shad 
shade holders and inverted gas burners with sM-inch shade holders in with key iclein yy ith st and inverted Paeerenere cet En 314- holders and inverted gas burners with 34-inch holders in full elec 
full electric effect, and mantles, Square frosted glass shades, embossed inch shade holders in ft and mantles. Frosted glass paneled tric effect, and mantles. Frosted glass mushroom shape 6-inel 
in grape design, shades outlined with black in Mission style. shades fitted with 4-inch erystal beaded fringe. i 
Bare. Without) Gompte i . : = ——$— = — - 
Dlete. but |Complete With , ~, Fe 7 ' |Bare, Without) Complete, [Comp 
. Burners or |\¢ . Bare, Without | Complete, but | Complete With | | thout! Complete, |Comy 
Catalog No, Style Glogs, Not |W !hout A ea Ieee pe Catalog No. Style Burners or Glass, Without Glass, | Glass.as Shown, Catalog No. Style Burners or | but Without | Gl 
——___|_ 4 | Wired hs Shown, Wired Not Wired Wired | Wired ‘lass, Not |Glass, Wired| Sho 
. (@gns) | Op c Son o To = — | | 
84A2829 M-Light(edivetrie) 36.25 | $8.78 S10.4¢ 


823 | 4-Light (2ticciie! $5.58 | $7.88 


$9.68 34A2835/4-Lighta rial $5.45 | 


(2electric) 
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au y a 
Fancy Embossed Chandeliers 
vength to bottom of glassware, 36 inches. Spread, 22 inches. Made of 
ine brass in brush (satin) brass and black finish. It has an embossed 
ng canopy 54 inches in diameter, and plain stem inch in diameter. 

$ ze round embossed body t flares at the 
ameter and is surmounted by a ball 3 inches 
ameter, measuring 13 inches in length including ball. From the body 
nd curved gas arms with gas keys and cast brass floral ornaments, and 
ic arms tomatch. The complete fixture is wired and fitted with key 
2\4-inch shade holders, tinch gas shade holders and pillar gas 
with lava tips. Frosted ¢ fluted shades, ornamented with 


) Complete With 
Glass as 
v 


ut Glass, 
own, Wired 


Wired _ 


alog No. 


Style | 


A3353 |4-Light SfSiic)| $4.15 


A3854 |G-Light 2A%i0| 5.19 | 7. 8.38 
ARS, ROEBUCK AND CO., CHICAGO, ILL. 


Fancy Ornamental 


AAAAARAA eee aaaers 


Matte Gilt Chandelier 


Length to bottom of gas keys, 37 inches. Spread, 19 inches. 
genuine brass in polished brass finish with rich matte gilt decoration 
jling canopy 4 inches in diameter, and stem % ineh in diam 


It} 
ete re lower part of the stem is twisted and the upper part plain. 
The stem supports a large oval polished brass body, embossed with 


n, decorated with a matte gilt band, surmounted by a cup 
Length of body, including cup and ornament, 11 
inches. From the body extend curved gas arms with cast brass orna- 
ments and fancy gas keys, and two electric arms to match. The 
complete fixture is wired and fitted with two key sockets, 24-inch 
shade holders, +inch gas shade holders and pillar gas burners with lava 
tips. Pressed crystal glass shades in cut glass design 


beaded de 
shaped ornament. 


| Bare, With- | Complete, but (Complete With 
Catalog No. Style | out Glass, | Without Glass Glass os 
_|_Not Wired | Shades, Wired | Shown, Wired_ 


Qgas 
2 electric) 


84A3941| 4-Light $2.88 | $4.52 | $4.98 


Made of 


Combination 


Chandeliers 


Y = 

aa Hexagon Pancled Chandchers 
Length to bottom of glassware, 37 inches. Spread, 22 inches. Made of 
genuine brass in brush (satin) brass finish, It has a large paneled ceiling 
canopy 5% inches in diameter, and the stem is 7% inch in diameter, the 
upper part round and the lo’ part hexagonal, divided in center by a 
paneled ball ornament. The stem supports a hexagonal paneled body with 
cup ornament and measuring 11% inches in length over all. From the body 


extend curved gas arms with turned fittings and cast fancy gas Keys, and 
electric arms to match. The complete fixture is wired and fitte d with key 
sockets, 24-inch shade holders and pillar gas burners with lava tips. 
Paneled frosted blown glass shades. = 
Bare, With 
Catalog No. Style out Glas 
Not Wired 


$3.65 54.76 


1.28 5.90 


34A3317 | 4-Light fF 
5443318 | 6-Light y'fectri 


6.98 
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Mission Style €&% Combination Chandeliers 


¥ 7? Mien i} ., ; y , Dae » a - ae 
Square Mission Combination Chandelier € . Square Mission Combination Chandelier 
Length to bottom of electric glassware, 86 inches, Spread, 1844 < ) Length to bottom of ornament, 86 inches. Spread, 20 inches. 
inches, Made of genuine brass in brush Csatind brass fi ) It has a nuine brass in brush (satin) brass finish. It has a square 
pauare galling ennghy, ‘4 inches in diameter and square stem, Te nopy. 4!4 inches in diameter and square stem, 7% inch 
inch in diameter. The stem supports an oval body with square edires y . Oy Y > , y Tiep liameter. The stem supports a large massive body flaring at the 
and east brass ornamental knob at bottom, Krom this body extend Vi ow -Light ( ombination C hand lie ? % nd bottom to) 5% inches square and measures in length, 11% 
straight square arms “4 inch in diameter with square east brass ends Length to bottom of glassware, 22 inches. Made of genuine inches to bottom of ornament. From thi Jy extend square arms 
a a wu PUTASE DITA, pre ete Cube long aaUaTS kas keys bmss in brush (satin) brass finish g opy, 442 inches in diameter % inch in diameter fitted with square gas keys, square pine cand 
and nipple for electric lights, Je complete fixture is wired and fitted th pla om, t% ine ster : amentin center. The ste ups and squ. 2\4-Inch key socket covers for electric lights. e 
with Key sockets, 24-inch shade tinge nnd pillar new Dare a with vl Min stem, $$ inch in diame ter fitted with ball ornament in center. The stem cups and squ 41-inch ke et ¢ 


tips. Square frosted glass electric shades and square white 


cup ornament, measuring complete fixture is wired and fitted with key sockets and pillar gas 
vandle: bol y opal glass es over all rom the body extend two scroll gas arms with round keys and burners with tips. Square frosted glass shades and square 
gas candles and bobaches, two curved electric arms to match. The complete fixture is wired with key white opal gla candles and bobaches. 


sockets, 2M4-inch electric shade holders, 4inch gas shade holders and pillar gas 


Bare, With Complete, Com 


burners with lava tips. Plain flared frosted bl glass shades ar Fithout| Con > || eee 
Catalog No. Style out Glass, | “Without Gisss as : Rs : Se omked Lown glass shade = Style Fo cout) Complete | w ith Cla 
Not Wired |¢ » Wired) Shown, Wired Quinn | Bare, Without | c Jete, With. | Complete, With Wired Giass, Wired| * Wired 
— - —|— - = atalog No Style pare, out | Complete, With: | Ginss as Shown, ~ - 

4 : (2 gas, ¢ a> z Gloss, Not Wired! out Glass. et r F & x " > m ¢ 
8443323 |4-Light {4c} $2.98 | $4.57 $4.85 = et OAS a $4A3$28 |4-Light SRB.) $5.48 | $7.10 |S 7.38 
34A3824 | 8-Light (Misriricy| 4.50 6.838 7.39 84A3810 | 4-Light 28iney| $1.75 | $3.48 8443829 |8-Light AfMsiic)| 7.65 9.92 | 10.46 
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Inexpensive Combination Fixtures 


Fancy Combination Chandelier 


Length to bottom of glassware, 3614 
genuine brass in brush (satin) brass finish. It has a plain ceiling canopy 
inches in diameter and plain stem 7% inch in diameter. The stem sup- 
rts an embossed ball body, surmounted by an embossed cup. From the 
‘ly extend two curved gas arms with fancy keys and two electric arms to 
itch. The complete fixture is wired and fitted with key socket 24-inch 
«tric shade holders, 4-inch gas shade holders and pillar gas burners with 
tips. Pressed glass nd rib pattern. 


| 


Without | Comple | Complete with 
Style Burners orGlass,| but Without Glass as 
|__Not Wired || Glass, Wired | Shown, Wired _ 


4A3305 [4-Light (28. | $2.15 | $3.26 | $3 68 


Catalog No. 


4 inches. Spread, 22 inches, Made 


EARS, ROEBUCK AND CO., CHICAGO, ILL. 


Inverted Combination Chandelier 


Le 1 to bottom of electric glassware, 36 inches. Spread, 18 inches. 
Made of genuine brass in polished brass finish. It has a finch ceiling 
canopy and 7% inch stem, upper part plain. lower part twisted, supporting 
a ball body with fancy band surmounted by cup. From the body extend 
two curved gas arms with faney keys and two electric arms. The com- 
plete fixture is wired and fitted with key socket 24-inch shade holders, 
Inverted gas burners with 344-inch shade holders and mantles. Frosted 
glass paneled shades. 


Complete With 
Glass as 


Wired 
3.98 


Bare, Without | Complete 
Burners or Glass.| but Without 
|__Not Wired’ _|Glass, Wired) Show 


B4A28004-Light | 2 tectric| $1.75 $3.50 


Catalog No. Style 


AMARA RRRRARRRED f= 


Our Leader Combination Chandelier 

Spread, 18 inches. 
ceiling canopy 
and 7% inch stem, the upper part plain and the lower part twisted, support- 


Length to bottom of electric glassware, 36 inches 
Made of genuine brass in polished brass finish. It has a +inch 


ing a polished ball body with fancy band, surmounted by brass cup. From 
the body extend two curved gas arms with fancy keys, and two curved 
electric arms. The complete fixture is wired and fitted with key socket 
2%-inch electric shade .holders, inch gas shade holders and pillar gas 
burners with lava tips. Pressed glass shades in crystal star pattern. 
| Complete 


Bare, Without 
Burners or Glass 
Not Wired | Glass. Wire 


58 


Catalog No. Style 


BAAS 


800 d-Light | 3% 


tric 
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Combination Plain 


Four-Light Sheffield Fixture 
Two electric lights and two gas lights. 
Length to bottom of glassware, 36 inches. 


wo-Light Square Pendant Spread, 7 inches. Made of genuine brass in wo-Light Ball Pendant Two-Light Round Pendant y 
One electric light and one gas light. brush (satin) brass and black finish. It has a 


Two-Light Round Pendant 


One electric Hight and one gas light. 


; 2 : . One electric light and one gas light. > electric light > pas lig} cent 
Length to bottom of glassware, a0 inches, — Length to bottom of gas key, 30 inches, SheMield 5-inch canopy and reeded 1-inch stem, — Length to bottom of gas key, 36 inches, Cneisleciie Hebe and Cee cl mae ze - 
Made of genuine brass in brush (satin) Made of genuine brass in brush (satin) supporting an 8-inch oval Sheffield body pan, Made of genuine brass in polished brass f° bottom of gas ROU acuel.) Drea daa 
broke ah ae Spall colllng canopy and brass finish. 44 inch square ceiling canopy fitted with Sheffield gas burner pans and cups finish $%-inch ceiling canopy and 7%&- inches. Made of genuine brass in polished brag, 
aineh stem, e comple . heh be 


and ‘-inehstem, The complete fixture is and Sheffield 24-inch electric key socket 
wired and fitted with key socket, 24-inch covers on link chains. The complete fixture 
shade holder, candle cup and pillar gas is wired and has key sockets and pillar gas 
burner with lava tip. Frosted glass square burners with lava tips. Frosted glass S| 


ted with key socket, 2\-inch electric ring, 
4+ineh fas ring, and pillar gas burner with 
lava tip. Faney pressed crystal glass 


i Thy . is wi inish. 41-inch ceiling canopy and %4-inch stem, 

sh stem. we ete fixture is wire finish. 4%-inch cei i i 
ie fitted with omplete aes Byvired The complete fixture is wired and fitted witha ke}, 
shadering,candlecupandpillargasburner Socket, 24-inch electric shade ring, 4inch gab 


h Sheffield with lava ti Twisted opalescent glass6- Ting and pillar gas burner with lava tip. Fan), 
shades in eutstar Sees ) shade, opal Blass candle and bobache., — shades, opal glass candles and bobaches. inch ball, pan glass carinte ‘and bobache: pressed crystal glass shades in cut star design. f 
od _No. 84A8205 : No, 8448208 q No. $4A8271 No. 34438216 No. 3443203 BR 
Bare | Complete | Complete "| Bare | Complete | Complete — = £ — 7 > = = | comple n 
Style | Without | Without | With Glass Without | Witheue | wamplete Bare With- | Complete | Complete [i qpeare, | Complete | Complete Bare With-| Complete | witnGiagi 
y Glass, Not| Gloss, | ax Shown, Stylo |Ginss, Not! Gloss, | os She Style} cut Glass, | Without | With Glass Style | Without With Glass Style ane Glass Without as Shown 
rr _ Wired Wired = Wired Wired _| Not Wired |Glass, Wired ®S\Shown, (RR Ga] SES jcasshosn Not Wired Glass, Wired Wired a 
i B) 5 o1 7 oj “ye ; Ty TSR A aA = e ra Siig = moa | fie 
SLight} $1.02 | $1.60! $1.78 — 2-Light] $2.18 | $3.00 4-Light| $3.98 | $5.16 | $5.50 2-Light| $1.35 | $2.12/ $2.68 2Tight| 89e | 81.47 | $1.6 
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SEARS, ROEBUCK AND CO., CHICAGO, IL 


Combination Hall and Bedroom Pendants 


OO 0 a 0 a ea oat at a et wk 


° y 7 * . . . . T . . ’ u “ srs 7 re (% ; y De 
wo-Light Square Combination Pendant Three-Light Square Combination Pendant Two-Light Fancy Combination Pendant } Two-Light Square i: combination sl ne 
ne electric light and one gas light. Length to bot- One electric light and two gas lights. Length to bottom One electric light and one gas light. Length to bottom of One clear ene anc hon Fear d : i ‘é ne en 
.ofgasarm, 36inches. Spread, 10 incl Made of of glassware, 36 inches. Spread, 12 inches. Made of genu electric shade, 36 inches. Spread, 15 inches. Made of genu bottom of stem, t uu Y ae F atin) brass finish. 
uine bi in brush (satin) brass finish. It has a ine brass in brush (satin) brass finish. It has a square ine brass in brush (satin) brass finish. It has around deep Made o} RED Ie in br is 1 ee ae 
are ceiling canopy, 444 inches in diameter, and canopy, 414 inches in diameter, and square %4-inch stem, ceiling canopy, 444 inches in diameter, and stem, 7 inch It has a Hat soLeh ir MEY aN Pasesatth square 
are stem, “4 inch in diameter, with cup ornament. with square cup ornament. From the side of the stem in diameter, the upper part plain. lower part twisted and squats ate 4 tai le reece Anan ERE 
m the side of the stem extends a fitting for one extend two square gas arms with square gas keys and with cup ornament. From the bottom of the stem ex cast conten f Te 7 al ae eo 
‘trie light and from the bottom a curved square candle cups. From the bottom extends a fitting for one tends a round fancy arm fitted on one end with gas key arm fl ek wi regulars ye he completehitecunetts 
arm with gas key. The complete fixture is wired electric light. The complete fixture is wired and fitted and on the other end for one electric light. The com Sead a fitted with a key socket, 24-inch elec 

fitted with a key socket, 24-inch electric shade with a key socket, 24-inch electric shade holder, pillar plete fixture is wired and fitted with key socket, 2%4- wilxec Sn ct A Bia ring, pillar burner 
lers, 4-inch gas shade holder, pillar and gas burner gas burners with lava tips. Frosted glass square shade, inch electric shade holder, 4inch gas shade holder, pillar BiG ring, ali pe Beaies frosted glass shade: 
h lava tip, Square frosted gl shades, square opal candles and bobaches. gas burner with lava tip. Fancy etched glass shades. with lava tip. Square = say 
ee — re fe : - = ‘omplete, | Com 
] , |Complete, | Complete =e Bare, | Complete, | Complete Bare, | Complete,| Complete Without | but With. with c 
1 . | Without | but With- |With Glass 5 ; | Without | but With’ | With Glass CalAlog No atyle Without | but With: | With Glass Catalog No. | Style Glass, | out Glass, | as Shown, 
italog No. Style Glass, | out Glass, | as Shown, Catalog No. Style | Glass, _| out Glass, | as Shown, ‘atalog Y Glass, Not Wired fred! | Wired 
5 | Not Wired] Wired Wired |____|Not Wirea| "Wired "| "Wired _ : Not “Wired! _ = 18 | $2.76 | 
— a = oe - =| iva Tas = = ; my ra G 84.436 -Light! 5 | $2. q 
A$210 | 2-Light $1.75 | $2.59 | $2.98 34A3206 | 3-Light] $2.65 | $3.48 | $3.98 3448202 | 2-Light] $1.48 | $2.12 84A3204/2-Light! 52.18 | 92.76 | 8 
= - = = — —<— SSeS —. NT 
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Inverted Combination Brackets and Pendants 


By 


0-Light Round Bracket. 


One electric light and one inverted gas 
light. Made of genuine brass in brush (satin) 
brass finish. Extends 644 inches from wall. 
Spread, Sinches. It has a round canopy, 4% 
inches in diameter and stem, 7% inch in diam 
eter, with arms “% inch in diameter. The gas 
arm is fitted with round key and turned 
end and center fitti ie complete fixture 
is fitted with key st, 84-inch electric 
shade holder, inverted gas burners with 3% 

sh shade holder in full electric etfeet and 
tle. Frosted glass open bottom ball 
Jes with clear beaded ribs. 


No. 3442512 


Two-Light Square Bracket. 

One electric light and one inverted gas 
light. Made of genuine brass in brush Gsatind 
brass finish, Ixtends 6% inches from wall. 
Spread, 10% inches. Tt has a square canopy, 
414 inches in diameter and stem and arms, 
\ inch in diameter, The gas arm is fitted 
with square gas key, The complete fixture is 
fitted with key socket, 8M4-inech electric 
shade holder, inverted gas burner with 344 
ine shade holder in full electric effect and 
mantle, Frosted glass airhole ball shades 
with clear mitered ribs 


No. $4A2522 


Tomplete — 


Complete 


1 T = 
Bore, With} Complete jwith Gin | Bare, With-| Complete | ¥ 
: | , Nava \ are, plete | with'G 
Style | out Gines, | Without 1 ax shown, ‘: Style | out Glass, | Without | With Glass 
| Not Wired |Glnws, Wired) “Wire : Not Wired |Glass, Wired) ““Witea 
| ot | a + " i F : 
2-Light | 81.95 $3.65 N 2-Light 
\ _—— & 
5 
\§ 
i) 
5 
4 
‘S 
5 
, 
5 
BS. 
= 
¥ 


\ q 


a —_ 
Two-Light Square Combination Pendant 


One electric light and one inverted gas light. Length to bottom of 


ae 


: Py he Hl ae : a . \ 
vo-Light Combination Chandelier Two-Light Round Combination Pendant 


= PNT 4 M One electric t and one inverted gas light. Length to bottom of One electric light and one inverted gas light. Length to bottom © 
feerare, a ee th eorend, WM Inches, ete of genuine brass in glassware, 36 inches. Spread, 19 inche lade of genuine brass in glassware, 36 inches. b 
dinmeter and squnre es Me % inch L hie tee eh RN ‘4 inches in Polished brass finish, It has a plain 4ineh canopy and “4-inch stem (satin) brass finish. 
From the ALAM ORtan aol et cana hin pape Deon Me nter a A Which supports a polished round body surmounted with cup ornament and round stem, 4 inch in diameter with turned 
arm to match. The complete fixture is w ired “and ited Sith” wee measuring 544 inches over all. One curved gas arm with faney cast key the stem extends one round gas arm with key and one electric 
socket, 8%-inch shade ho Men: inverted: as Ae AN a th sii y a key and one curved electric arm. The complete fixture is wired and titted match. The 
holder in fill clastic: ottcs van are aoa Pa it tt Mel ns 4 shade with a key socket, 44-inch electric shade holder, inverted gas burner inch electric shade holder, inverted gas burner 
octagon open both } We A it paneled crystal stripe With 84-inch shade holder in full electric effect and mantle. Frosted holder in full electric effect and mantle. Frosted glass fancy 
pede SS com shac es. =? glass fancy embossed open bottom balls, open bottom balls. 


Bare, Without jomplete Without | Complete With ~ 
Glass, Not Wired | Gloss, Wired | | soe Ls : 
anion, 7 r 

| $8.98 84A2702 2-Light| $1. 


Catalog No, Style 
34A8207 2-Light 
Page Eighty 


Bare, Without | Complete With. | Complete With — = a = ea = = Th 
r : 5 ‘omplete Without | 

Not | out € A Glass s , 7 log. No. Style Bare, Without Complete W 
a ut Glass Ginss ‘as Shown, Catalog No. tyle | Glass, Not Wired | Glass, Wired | 


| $2.70 $2.98 __ 3448214 |2-Light ry $3.61 3. Z 


Comp! 
Glas: 


Catalog No. | Style | 


SEARS, ROEBUCK AND CO., CHICAGO, IL 


» Combination Brackets 


_ —= 


é , 


Round Combination Bracket 


ne gas and one electric light.) Genuine 
‘sin brush (satin) brass finish. Extends 
ches from wall. It has a wall canopy, 


ine hes in diameter and 3% inches deep, 
arm, 


7% inch in diameter, with turned 
with round gas key at top and 

> attachment at bottom for electric 
t. The complete fixture is wired and 
dd with key socket, 24-inch electric 
le holder, 4inch gas “ring and pillar 
ier with lava tip. “Frosted glass plain 


les. 
No. 34A301 2 


= > 


Candle Combination Bracket 


(One gas and one electric light.) nuine 
brass in brush (satin) brass finish. Extends 
6 inches from wall. It has a wall canopy, 
4% inches in diameter and 3% inches deep, 
and arm, % inch in diameter, with turned 
end fittings, with round key, and candle 
cup at top and attachment at bottom for an 
electric light. The complete fixture is wired 
and fitted with key socket, 24-inch electric 
shade ring and candle pillar burner with 
lava tip. Frosted glass plain shades, opal 
glass candle and bobache. 


No. 3443016 


Round Combination Bracket 


(One gas and one electric light.) Genuine 
brass in brush (satin) brass finish. Extends 
10 inches from wall to tip of electric shade. 
Tt has a wall canopy, 44 inches indiame ter 
4 inches deep, and arm, % inch in 
ter, with turned end fitted with round 
yattop and attachment at bottom 
for one electric light. The complete bracket 
is wired and is fitted witha key socket, 24 
inch electric ring, Linch ring and pillar gas 
burner with lava tip. Frosted plain glass 


sliade. No. 34A3014 


>, Without | Complete, Complete With 


but Without & 


Glass, Glass es Shown, 
ot Wired |Glass, Wired _ Wired 
45¢ $1.09 $1.35 


Complete With 
Glass as Shown, 


“Bare, Without | Complete, but 


Without Glass, 


Wired Wired 
$1.16 $1.25 


are Reeded Combination Bracket 
ne gas and one electric light.) Genuine 
in brush (satin) brass and black finish. 
nds 7 inches from wall. It hasasquare 
neh wall canopy and ribbed arm and 
end fitting with square gas key and 
lle cup at top and attachment at bottom 
ne electric light. ‘The complete fixture 
ired and fitted with key socket, 24- 

electric ring and candle pillar gas 
er with lava tip. Frosted gla 
e with fancy clear ribs and opa 
le and bobache. 


No. 34A3060_ 


Square Upright Combination Bracket 

(One gas and one electric light.) Genuine 
ish (satin) brass finish. [Extends 
inches from wall. Spread, 7% inches. 
a square canopy and square stem and 
4 inch in diameter. The gas arm is 
fitted with square pan, gas key and candle 
cup, and the electric arm has fitting for one 
electric light. The complete bracket is 
wired and fitted with key socket, 24-inch 
shade holder and candle pillar gas burner 
with lava tip. Frosted glass square shade, 
opal gl candle and bobache. 


No. 3443054 


ee 


Without | Comp but | Complete With 

lass, Without Glass, | Glass as Shown, 
Not Wired Wired Ww ire dd 

49e | $1.09 | $1.35 


Candle Combination Bracket 


(One gas and one electric light.) Genuine 
brass in polished brass finish. pan 6 
inches from wall. It has a wall eanopy, 
inches in diameter and 3 nehes deep, ate 
arm is 4 inch in diame having a cast 
end with gas key and spun candle cup at 
top and fitting at bottom for one electric 
. The complete fixture is wired and 
fitted with a key socket, 24-inch shade 
holder and candle pillar gas burner with 
lava tip. Pebbled glass shade in wreath 
design, opal glass candle and bobache. 


No. BA A38010 


Bare, Without Complete With 


Complete, but | 


Ins, Without Glass, | Glass as Shown: 
Not Wired Wired Wired 
— z =| qe ~ 
39¢e 96e¢ 51.05 


Flambeau Sheffield Combination 


(One gas and one electric light.) Genuine 
brass in brush (satin) brass and black finish 
Extends 5% inches from wall, It has an 
embossed round Sheffield wall canopy. 5 
inches in diameter, and plain arm 7-inch 
in diameter, with turned end fitting, with 
round key and cast flambeau at top and 
2\4-inch embossed Sheffield socket cover at 
bottom for one electric light. The complete 
fixture is wired and fitted with a key socket 
and gas flambeau burner with lava tip. 
Frosted glass, Sheffield design shade 


No. 84A8070 


Complete With 


Bare, Without | Complete, but | Complete With 


Bare, Without Complete, but Complete With | 


Witho a lete, but 
GI ee on | Withbut Glass, Glass os Shown, Glass, Without Glass, | Glass as Shown, Gloss, Without Glass. | Glass as Shown, 
tWired | Wired Wired Not Wirea Wired Wired Not Wired Wired = Wired ai 
es a aon rar: ean |e 
1.08 | $1.83 $1.98 $1.79 $2.64 | $2.78 $1.12 $1.68 | $1.86 


ARS, ROEBUCK AND CO., 


CHICAGO, ILL. 


Round Upright Combination Bracket 


(One gas and one electric light.) 
brass in brush (satin) brass finish 
614 inches from wall. Spread. & inches. 
Tt has a 44-inch wall canopy, and %&-inch 
stem witl inch arms fitted with turned 
center and end fittings. The gas arm is 


Genuine 
Extends 


fitted with round gas key and candle cup 
The complete fixture is wired and_ fitted 
with key socket, 24-inch shade holder and 


eandle pil gas burner with lava tip. 
Frosted glass plain shade and opal glass 
candle and bobache, 


_ No. 8448020 
Complete, but 
Without Glass 


r 


Bare, Without 


Glass, 


Complete With 
Gloss o8 Shown, 


Round Combination Bracket 


(One gas and one electric light.) Genuine 
brass in polished brass finish, Extends 10 
inches from wall toend of electric shade. 
Tt has a wall canopy, 44 inches in diameter 
and 3% inches deep, with arm, % ineh in 
diameter, with c s key at top and fit- 
ting at bottom for an electric light. The 
complete fixture is wired and fitted with a 
key socket, 24-inch electric shade ring for 
electric light, 4inch gas ring and pillar gas 
burner with lava tip for gas light. Pebbled 
glass shades in wreath design. 


No. 34A8008 


Complete With 
Glass as Shown, 
Wired 


31.12 


Bare, Without | Comple 
Glass, but Witho: 
Not Wired | Glass, Wired 


59e 


Square Combination Bracket 

(One gas and one electric light.) Genuine 
brass in brush (satin) brass finish. Extends 
6 inches fromthe wall, It has asquare wall 
canopy 44% inches in diameter, and arm, 
inch in diameter, with square end fitted 
with square burner pan, gas key and candle 
cup at top and fitting for an electric light 
at bottom. The complete fixture is wired 
and fitted with key socket, 24-inch shade 
ring and pillar gas burner with lava tip. 
Frosted glass square shade, opal glass candle 
and bobache. 

13052 


No. 34: 


Complete With 
Gloss as Shown, 


Bare, Without | Complote, but 
loss Without Glass, 


Not Wired Wired Wired Not Wired Wired Wired 
$1.39 2,26 82,85 870 56 $1.70 


Page Eighty-One 


Nickel Plated 


One-Light | 
Curved \ 
Electric | 
Bracket 7. 
Made of genuine brass, polished 
nickel finish. Extendsdinches, tt 
has a tinch wall canopy with 
inch arm, The bracket is wired 
and fitted with key socket and 


24-inch shade holder. Frosted 
ilass plain shade, 


No. 84A5008 


Price, complete.........71¢ 


One-Light 
Square 
Electric 
Bracket A 

Made of genuine brass in pol 
ished nickel finish, Extends ¢ 
inch Ithasad'-ineh waltlean 
opy with “-ineharm, ‘The fixture 
is wired and fitted with Key socket 
and2\-ineh shade holder, Prosted 
glass square shade, 

No, 84450501 

Price, complete. 


Tx 


of 


; 


Two-Light Round Combination Bracket 


One 


Gas 


One-Light Round Electric Bracket 


Made of genuine brass in polished nickel fin 


ish. Extendséinches, It has a 44-inch wall 


and Electric Fixtures for th 


emmopy and “-ineh arm with turned end fit 
ting, The bracket is wired and fitted with key 


socket and 


socket at bottom. ‘The bracket is wired and 


fitted with @M-ine 
Finch was shade he 
with lava tip, Frosted glass plain shades, 


No, 84A80121 


ectric shade holder, 
Jer and pillar gas burner 


Price, complete .. Case inne MO: 
7 , One-Light Round Gas 
Bracket 


Made of genuine brass in pol 
ished nickel finish. extends 6 
inches from wall. [t has a4! 


round key 


0-Light Combination Pendant 


One gas and one electric light. Length to bottom of 


mas key, 36 inches. Made of genuine brass in polished 
nickel finish, It has a 4%-ineh ceili 
“Linch stem with cast brass fitting, Krom the side of 
this fitting extends a nipple for one electric light and 
from the bottom a bent gus arm with cast round key, 

he complete fixture is wired and fitted with a key 
socket, 24-inch electric shade holder, inch gas shade 
holder and piller gas burner with lava tip. Frosted 


glass plain shades. 


No, 84432091 Complete as shown, $1.98 


Page Fighty-Two 


& canopy and 


connection, keyle: 
ing a 10-inch indire 


No. 84A60101 


One-Light Indirect White Enamel Ceiling Fixture 
Exactly the same as No. 84460101, but in white enamel finish. 
No. 84A60104 — Price, complete 


inch wall canopy and "-ineh 
arm with turned fittings and 


Fitted with Finch 


shade holder and pillar gas 
burner with lava tip, Frosted 
floss plain shade, 


No, 


Price, complete. . 


84A10171 


Sotalete 


One-Light Indirect Lighting Ceiling Fixture 


Length to bottom of fixture, 20% inches, 
polished nickel finish, 


24-inch 
flass plain shade, 
and one electric light. Made of or down. 
wenuine brass in polished nickel finish, TEx 
tends 6 inches from wall, [thas a d'-ineh 
wall canopy and ‘-ineh arm with turned 
end fitting and round gas key at top and Key 


Can be used with light up One gas 


No, 84A50161 


PCG COMPpIEtG y anaes ens sis +16 ..83¢e and} 


One-Light Square Gas 


Made of genuine brass in pol- 
ished nickel finish. Extends 6 in, 
from wall, It has ¢ 
inch wall canopy and ‘4-inch 
arm fitted with long square 


holder 
with lava tip. Frosted glass 
square shade. 


Price, complete ....... 98e 


Frosted Two-Light Combination Bracket 
nd one electric light. Made of 


genuine b s in polished nickel finish. Ex- 
tends 10 inches from wall to tip of electric 
glass shade. It has a 4%-inch wall canopy 
76-inch arm with turned end fitting and 

at top and key socket at bot- 
tom eket is wired and fitted with 
2\4-inch electric shade holder, tinch gas ring 
and pillar gas burner with lava tip. Frosted 
glass plain shades. 


No. $34A80141 


Price, complete... 


1.49 


] 


Bracket 


square 444- 


Fitted with 4inch shade 
and pillar gas burner 


No, 84A10501 


Made of genuine brass in 
It has a round ceiling eanopy 5 inches in diam- 
eter, with short stem to which is attached a solid brass round link chain 
soeket holder and frame for 60-watt lamp support- 
t spun brass bowl, white enamel on the inside. 


Price, complete as shown 


in diameter with cast 


3.98 fixture is fitted with tinch brass 


e Bathroom 


vo-Light Candle 
Combination 


Bracket 

One gas and one elec- 
tric light. Made of gen 
uine brass in polished © S 
nickel finish. Extends 6 inches from 
wall. It hasa 44-inch wall canopy and 
7s-inch arm with turned fittings, round 
fas key and candle cup at top and key 
socket atbottom. The bracket is wired 
and fitted with 2%4-inch shade holder 
and pillar gas burner with lava tip. 
Frosted glass plain shade, opal glass 
candle and bobache. 


No. 384A30161 


Price, complete 


Two-Light Square 
Combination 
Bracket 


One gas and one elec- 
trie light. Madeof genu 
ine brass in polished 
nickel finish. Extends === 
6 inches from wall. 
has a square 4} wall canopy 
and square %-inch arm fitted at 
top with square burner pan, long 
“as key and square candle cup and 
at bottom with key socket. The 
bracket is wired and fitted with key 
socket, 244-inch shade holder and 
pillar gas burner with lava tip, 
Frosted glass square shade, opal 
glass candle and bobache. 


No. 34A80521 
Price, complete ........91.92 


One-Light Gas Pendant 
Length to bottom of gas key, 36 inches. Made of 
genuine brass in polished nickel finish. It has a pl. 
ceiling canopy 3% inches in diameter and stem °{ inch 


n 


The complete 
shade holder and 


pillar gas burner with lavatip. Frosted glass plain { 
shade. 
Robson annie xn OSG No, 84412091 Complete as shown, wired.82c ; 


SEARS, ROEBUCK AND CO., CHICAGO, oe 


Nickel Plated Electric ic Fixtures for the Bathroom 


——— 

One-Light Bowl Electric Ceiling Light 
_ Ceiling band made of genuine brass in polished 
nickel finish, with hinged holder for gl e Which 
as £ thumbse srew on side for locking h he com- 


ixture is fitted with por 1in separable, wired, 
keyless socket and frosted 8-inch bowl, 


One-Light Ball Ceiling 
Light 


Brass ceiling band in polished 


One-Light Reflector Ceiling 
Light 


Made of genuine brass in pol 
ished nickel finish. Ceiling band 
at top, with 


nickel finish. Length to bottom ; i Biooa ati 

g ball, 7/4 shes. Diamete Q4 7095 *rice, complete as ss 
ote wl ba ee Tne es Diamar No. 34A70251 shown BSeecea complete fixture is fitted with por- 
inch fitterat bottom for relain separable, wired, Keyless 
Fitted with porcel socket, for one electric light. 
socket. Frosted glass 6-inch ball. Ready to attach tc Frost 
ed glass tungsten reflector6 inches 


in diameter, for 25-watt lamp. 
384.A70201 


Price, complete as shown T6e 


ai 


No, 34A70081 


Price, complete as shown....69¢ 


aN 


FR 


| | 
/ 
| 
y tm X y : 
One-Light White Enamel One-Light Bracket ; 
Made of genuine brass in white 


enamel or nickel finish, Extends 
6 inches from the wall. Tt has a 
wall canopy 44% inches in diameter 
and 3% inches deep and arm % 
inch in diameter with turned fit- 
tingand 24-inch key socket cover, 
for one electric light. Completely 
wired with key socket. Frosted 
glass plain shade. 


No. 34A50171 Nickel 


>1.0 


Bracket 

Made of genuine brass in white 
enamel finish. Extends 6 inches 
from the wall. It has a wall can- 
14 inches in diameter and 3% 
eep, and arm % inch in 
ter with turned end fitting, 
for one electric light. Completely 
wired and fitted with insulated 
white porcelain key socket and 
24-inch shade holder. Frosted 
glass plain shade. 


No. 34450204 


Price, complete as shown, 


Price, complete as shown 
No. 84A50174 White enamel. 
\, Price, complete as shown $1.35 


wired 
i hai ; y } ; hi , - . y ;. rec wy) 

One-Light Chain Pendant One-Light Straight Pendant One-Light White Enamel Pendant One-Light Round Pendant One-Light Semi-Indirect Pendant 
ength to bottom of glassware, 86 inches, Length to bottom of glassware, 36 inches. Length to bottom of shade, 24 inches. Length to bottom of glassware, 36 inches. Length to bottom of knob. a nches. pierie 
de of genuine brass in polished nickel Made of solid brass in polished nickel finish. ade of genuine brass in white enamel This substantial, massive pendant ismadeof of genuine brass in polished nickel nish. 
sh. It has a round 4¥-inch ceiling — It hasa round ceiling canopy with paneled finish. It has a ceiling canopy 4% inches genuine brass in polished nickel finish. It It has a round 44-inch ceiling canopy and 
iopy and solid brass link chain support- _ bottom 44% inches in diameter with * in diameter with %4-inch stem fitted with has a large 44-inch ceiling canopy, with %- a solid brass round link ch un supporting 

a 24-inch round key socket cover, fitted for one electric light. The c 2\%4-inch socket cover, for one electric inch stem, with a 24-inch plain socket a brass harp holder with keyless ih et i 
one electric light. The fixture is wired fixture is wired and fitted with key light. The complete fixture is wired and cover, for one electric light. The complete The fixture is wired with a coma os 
h silk cord laced through the chain and +t and 24-inch shade holder. Frosted fitted with keyless socket, inch white en- fixture is wired and fitted with key socket. through the chain und fitted w it 1 Bowes: 
ed with key socket. Frosted glass 7-inch glass tungsten reflector 6 inches in diameter, ameled steel reflector for 40 or 60-watt tung- Clear prismatic glass shade 744 inches in socket. Dy opal gl nas, tungsten 60-wa 
gsten reflector for 40 or 60-watt lamp. for 25-watt lamp. sten lamp. Clean, sanitary and attractive. diameter, for 40 or 60-watt lamps. reflector in r d design. 

rk T ‘ ~ 7 ‘ x J 3 59¢ 2 
No. 34A52051 No. 34A49001 No. 34A52124 No. 84A52081 No. 34A52921 

ce, complete as shown.... 51.69 Price, complete as_ shown...... - 99e _ Price, complete as shown.... $2.85 Price, complete as shown.... $1.85 Price, complete as shown 
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Oxidized Copper Fixtures for the Kitchen, Hall and Bedroom 


Cp] 
> One-Light Rope Single One-Light Rope Stiff 
Swing Gas Bracket Gas Bracket 
Made of genuine brass in oxi- Made of genuine brass in oxi- 
‘ dized copper finish, Extends 9% — dized copper finish. Extends 5% 
| inches. Rope design arm with inches. Rope design arm with 
cast fittings and key. Complete east fittings and key, Complete 
| with pillar burner and lava tip, with pillar and lava tip. 


0, 84A10012 Price....22¢ No. 84A10002 Price....12¢ 


One-Light Inverted 
Incandescent Gas Brucket 


Made of genuine brass in oxidized copper 

finish. Extends 10 inches from wall. It has 

a round wall canopy 4 inches in diameter, 

Sy 7 He > 570 S oS curved arm %§ inch in diameter with faney 
One-Light Square Stiff One-Light Square Single gas key. The complete fixture is fitted with 
Bracket Swing Bracket inverted gas burner and mantle. Frosted 


One-Light Electric 
Ceiling Light 


Made of genuine brass 
in oxidized finish, 
ceiling band, 6% inches in 
diameter, with @M-ineh 
holder for glassware, Vit 
ted with porcelain separa 
ble keyless wired socket 
Frosted glass tungsten re 
flector, 7 inches in diame 


One-Light Upright Incandes- 
cent Gas Bracket 


Made of genuine brass in oxidized 
copper finish, Extends 9% inches 
from wall, Tt lias a plain wall plate 3 
inches in diameter and curved arm 
With fancy cast gas key The com 
plete fixture is fitted with upright in 
eandescent gaa burner, mantle and 


: x ‘ , ass open bottom ball shade with embossed 
ter, for 40 or GO-watt lamp opal glass alrlole gas globe Made of genuine brass in oxi Made of genuine brass in ox- fancy panels, 
N 84A70872 dized copper finish. Extends 5'% idized copper finish. Extends 10 — = == 
0, OTATOGT® ware. | Compote, inches, Square arm, with cast fit inches, square arm with cast fit ao nn See aaa 
a Holl 1 Burner, - ane: 4 int 7s ; : 4 are, No |Wi urner| Complete 
Complete With Catalog No. Harinr ante nan Cane ie fanc y ti ys Complet tings and fancy key. Complete Catalog No, Glass or | and Mantle, | With Glass 
Glass Reflector Mantle or Globe with pillar gas burner and lava with pillar gas burner and lava | Burner No Glass | as Shown 
Reflector ‘ns Shown Globe | ns Shown tip. tip | | | 
60c SLATOIS2 — S2e 89¢ No, 84410062 Price No. 84410072 Price 13e 384A25002) 66e $1.25 | $1.37 


vo-Light Combination Pendant 
(One gas and one electric light) 


o-Light Gas Pendant 


Made of genuine brass in oxidized copper finish, Length . Two-Light Combination Bracket HERTS Sas PST E EAN eh we sa isl 
jpooktomarans keys ine, Sprend Mpanchen tt One-Light Gas “One gas an one electric light) tobtton fia keys Ach ena fo beftom of siete ned eh 
Gatch diameter with est brass eh Mtns. rom Pendant fhahun from wall te cad ofeiectiis shades tinea stem fs %e inch imadlameter 2 /one,Tound canopy 474 inches in diameter ang 
light and a ENC VER EEE REEL Pita cero Made of genuine brass in canopy 444 inches in diameter with cast brass end fit- with cast bottom fitting and The complete fixture is fitted with inverted gas 


oxidized copper finish, tings, The ste brac yired od W fluted ornament at top. From er, mantle’ ancy € : sted glas 
complete HP (oR x apt AR 5 © complete bracket is wired and fitted with ament é Pp. burner, mantle and fancy embossed frosted glass 
THERA Re ea ce ane ond fitted with Ke: rocket, aay eae pain oa of gas insulating joint, electric key socket, 24-inch electric the center fitting extend two open bottom ball shade. 
A . : xey, 36 inches. The ste: . a mass fit - ra AVE s. % inch in diameter, See 
burnerand lava tip, Crystal glass shades in wreath design, he stem shade holder, brass flambeau burner and lava tip. ‘S$ inch in diameter. 


is SSinch in diameter, with Pebbled glass shade in wreath design with fancy gas keys. Complete - : Com- = 

faney cast key. Complete : : = = —————— with pillar gas burners and Bare, plete Com- 

| With . | Compe 4 ye | Complete ; 5 I eas a 8 Without] With | plete 

Catalog No. Bare, No vith Rings eepiete With brass pillar burner | ae c payee Compare lava tips. This fixture is used Catalog No. Style Soe ee | Rvith 
‘ Style uibss or | Socket, No | asShown, Nd lava tip, Catalog No. Style | Ginas Not, Without | Glass as extensively for lighting kitch- or and |Glass ag 

Socket |Ginas, Wired| Wired N > Wited Glass, Shown, ens, laundries, ete. Burner | Mantle, | Shown 
Gah nif al ne ac SE o. 3S4A12012 Wired Wired Ni Ce ORDE No Glass 
$2019)\9- re ‘ —— = 5 —| No. 34412022 —| SS 
9443201219-Light 98e . $1 -T2 $1.98 Price, complete....... 47c $4A8009212-Light 68e $1.85 | $1.44 Price, complete. ... 98e 34A260121-Light) 96e |$1.57|$1.69 
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Oxidized Copper Fixtures for Kitchen, Hall and Bedroom 


Light Indirect Ceiling 


brass is oxidized 


of genuine 
h to bottom of fixture 


finish 


frame large enough for 100-watt 
chain connection supporting a 12-inch sf 
pan lined with while enamel on the insic 


socket 
No. 


comple 


34460122 


as shown 


Price 


2 
One-Light Llectric Pendant 


Made of solid brass in oxidized 
copper finish. Length to bottom of 
glassware, 36 inches. It has a 4} 
inch round paneled ceiling canopy 
with %-inch stem. The complete 
fixture is wired and fitted with key 
socket and 2%-inch shade holder 
Frosted glass 25-watt tungsten re 


One-Light Gas Bracket 

Made of genuine brass in oxidized 
copper finish, Extends 944 inches 
4-inch wall canopy and curved arm 
% inch in diameter with fittin 
round gas key The complete 
bracket has a d4inch shade holder 
and pillar gas burner with lava tip 
Pebbled_ crystal shade in 


ne-Light Electric Pendant 
Made of genuine brass in oxidized 
jpper finish. Length to bottom of 
iob, 36 inches. 44-inch ceiling 
nopy, a brass chain and brass 
jade holder. The complete fixture 
wired with silk cord and keyless 
ket. Semi-indirect ribbed opal 
ass 60-waltt tungsten reflector. 


glass 


e flector wreath des 
No. 34A52932 No. 34A52132 No. 34A 10232 
ire. With-) Complete,| Complete zi Complete,| Complete Bare, With-| Complete, | Complete 
itReflect-| Without | With Re- Bare, With-) Without | WithShade out Ring, | Without'| With 
or, Not | Reflector,| lector, out Shade,| Shade, | as Shown, Burner or| Glass Glass 
Wired Wired Wired Not Wir Wired Wired Shade Shade | Shade _ 
1.93 | $2.35 | $2.75 50¢ 940 $1.09 S2eM|| 67 | 69 


EARS, ROEBUCK AND CO., CHICAGO, ILL. 


Bivture 
copper 
2044 inches 
It has a 5-inch round ceiling canopy and a harp 
lamp, on link 
n brass 
The 
fixture is wired with silk cord and keyless 


Pendant 

nuine bra in oxidized 
Length to bottom of 
It has an em 


One-Light Gas 

Made of 
copper finish 
y, 36 inches 


bossed ribbed ceiling canopy 3% 
inches in diameter and st 4 inch 
in diameter, with fancy cast brass 
key. The complete fixture is fitted 


with incandescent gas burner, man 
tle and opal gas globe 


No, 34412042 


Complete With 

Burner, Mantle 

and Globe as 
Shown 


Burner, Mantle 
or Globe 


65¢ 


Bare, No | 


$1.22 


One-Light Llectric Reflector Pendant 


Made of 
Length to bottom, 18 inches. 


ing canopy with paneled bottom dinch 


% Inch in diameter, 


eter and stem 
fixt is wired 
24-inch shade 
shade 
inches in diameter 


No. S4A 


Price, complete as shown 


holder. Green g 


2012 


One-Light Rlectrice Bracket 

Solid brass in oxidized copper fin 
ish. Extends Sinches from the wall 
It hos o wall canopy 4 Inches in di 
ameter and curved arn *% inch in 
diameter The complete bracket is 
wired and fitted with key socket 
and 24-inch shade holder. Crystal 
glass shade in wreath design 


No, 34450002 


Complete 
Bare, With-| qyipltt 


out Glass 


| Complete 
With Shade 


Shade, | a4 Shown 
Not Wired) Wired Wired 
22¢ | 50c 59e 


uine brass in oxidized copper finish 
Ithas a round ceil 


nd fitted with key s 
¢ ass reflector 
Iined with white opal glass, measuring 10 


sin diam 
mplete 
and 


S118 


One-Light Plectric Pendant 

Made of genuine brass in oxidized 
copper finish, Length to bottom of 
glassware, 36 inches. Round 44% 
inch ceiling canopy and short 
stem fitted with brass chain, The 
complete fixture is wired with. silk 
cord, key socket and 24-inch shade 
holder. Frosted glass 0-watt re 


to! 
No, 34A49012 


Complete, | Ce 
Bare. Withe) but With: | With Shade 


out Shade, 
ade. |out Shade,| as Shown 
Not Wired| Wired Wired 
3c $1.32 $1.41 


: \ 


One-Light Electric Pendant 


Made of genuine brass in oxidized 

pper finish. Length to bottom of 
glnssware, 36 inch vund 4%- 
inch ceiling ca and %4-inch 
stem with n 2% h socket cover 
for one electric light. The complete 
fixte ed and fitted with a 
ke k Clear glass 60-watt 
priym hade 

No. 34A52082 


Bare, With) Complete,| Com 
U Glass, | but With:) With 
Shade out Shade,| Shad 
Not Wired] Wired Wi 
$1.05 $1.57 $1.85 


age Eighty-Five 


Brackets and Fixtures 


——. Sena 


idized Copper 


One-Light Straight Arm One-Light Square Mission 


Bracket One-Light Straight Arm Bracket One-Light Square Gas Bracket Bracket 
Made of genuine brass in oxidized copper finish, Made of genuine brass in oxidized copper finish Made of genuine brass in oxidized 
Made of genuine brass in oxidized Tixtondsoinches from the wall, It has a wall canopy 4} Exte eaves : ere Se nO eo ee ae 
! 4 » i " 4 all L f i 2 extends 6 inches from the wall. It has a square wall copper finish. Extends 6 inches from 
copper finish. Extends 6 inches inches in diameter and arm % inch in diameter with oe aie TAReROTAN IG 


from the wall, It has a round 
canopy 4% inches in diameter and 
arm 4 inch in diameter with turned 
end fitting for one electric light, 
The wired bracket has a key socket 
and @4-ineh shade holder, Mlehed 


canopy 4% inches in diameter and square arm “4 inch 
in diameter with square end fitting and square gas key. 
The complete bracket has a 4inch shade holder and pillar 
gas burner with lava tip. 


No 


wall, It has a square wall canopy 
#44 inches in diameter and squa 
arm 4 inch in diameter with square 
end fitting for one electric light. The 
wired bracket has a key socket and 


turned end fitting and round gas key The complete 
bracket has adineh shade holder and pillar gas burner 
with lava tip. Frosted etched glass shade. 

No. S4A 102562 


: ———— : 21 5 2 er. Frosted glass 
Dare, Without | Complete, but | Complete With Tare, Without 5 Complete With axe Ine ut shade holder. Frosted glass 
frosted glass shade Stylo ring, burner or) Without Glass | Glass Shade ax Ring Burner or _, Complete, but Glass Shade oa IUATEC EI Cs 
No. 84460252 Glows Shades Shade Shown Glogs Shade Without Gloss Shade Shown No. 34450502 
— 1-Light he lic 65c 736 1 STATE eee en 
Dare, Without) Complete but) Complete Ls Ua | AEC —_ $1.02 Bare, Without| , complete, Complete 
Ae ld Without With Gloss yee an bi Vithout | With Glass 
Gloss Shades/Ginne Shade,| Shae 


Not Wired Wired Shown, Wired 
39e 73¢ 


Glass Shade,|Gingq. Shoe 
Not Wired Wired 


Oe 65¢ 90¢ 


4 Ol a ee oe 


y aN 
ARR fm 0) rhierc 7 . * 7 . 7} o 7 Ly 
Electric Chandeliers Inverted Combination Chandelier Electric Chandeliers 
_ Made of genuine brass in oxidized copper finish, Length to bottom Made of genuine brass in oxidized copper finish. Length to bottom of Made of genuine brass in oxidized copper finish. Length to bottom of 
of glassware, 87 inches, Spread, @1 inches. It has a ceiling canopy 44 i 


glassware, 36 inches. Spread, 18 inches. It has a plain ceiling canopy glassware, 36 inches. Spread, 18 inches. It hasa plain ceiling canopy 4 inches 
4 inches in diameter and stem 7% inch in diamete 


The p upper part plain, lower in diameter and stem, the upper part plain, 5S inch in diameter, the lower 
ie stem supports a large pineapple shape plain body, surmounted by part twisted, The stem supports a ball body ornamented with faney bandand part twisted, %4 inch in diameter. The stem supports a round ball body 
up ornament, and measures § inches over all, From the body extend surmounted by cup, From the body extend two curved gas arms with fancy with faney band surmounted by a cup shaped ornament. From the body 
curved arms for electric lights, The wired fixture has Key sockets and 


inches in diameter and “-ineh stem, fitted with ball ornament in center, 


2M-ine if LY } keys and two electric arms to match, The complete fixture is wired and extend curved arms for electric lights. The wired fixture is fitted with key 

2¥cinch shade holders, Fluted top etched frosted glass shades, Atted With key sockets and 24-inch shade holders, inverted gas burners sockets and 2% inch shade holders. Frosted glass fancy embossed shades; 

Hare, Without Complete, but Complete With With 34-inch shade holders and mantles, Frosted glass paneled shades. | = ne + Glace! Complete, ete h 

Catalog No. Style Glass Shades, | Without Gloss | Gloss Shades ax i : SS Catalog No. Style [Bare, WithoutGlass| qomPlete, but Se tedes ng 

= Not Wired _ Shades, Wired Shown, Wired Catalog No Sivis Baro, Without pgomplete, but Complete With , ¥: | Shades, Not Wired! ghades, Wired | Shown, Wired 

¢ A cam oF Oo 17 Ne Style lass 8 . Without Glass | Glass Sha¢ = - - — ——|—S - a. n = 
ae 2-Light $1.27 $2.17 —- __|_Not Wired Shades, Wired jas Shown, Wired 34453022) 2-Light | $1.08 $1.90 $2.14 
. 2) 8-Lig AE 2 A28ons ; {2gas = < | 2 ag « Rangg) « . a 
53132) 3-Light 1.49 2.84 S4AQ8002|4-Light}} fecric | $1.98 | $3.85 | $4.33 344538082) 3-Light 1.30 2.49 2.85 
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Oxidized Copper 


a 


parc 


/ 
{ 


\\\ Vid 


One-Light Blectric Pendant 


Made of genuine brass in oxidized 
copper finish, Length to bottom of 
glassware, 164 inches. [thas around 
ceiling canopy 444 inches in diameter 
and -ineh stem fitted with link chain 
connections for one electric light. 
The fixture is wired with silk cord run 
through the fixture and chain and has 
keyless socket and 2%-inch shade 
holder, Frosted glass clear crystal 
ribbed shade 


One-Light Dlectric Pendant 


vength to bottom of glassware, 1644 
‘hes. Made of genu 
ed copper finish. 
nopy 5 inches in diameter and stem 
inch in diameter. From the stem 
suspended a 24-inch socket cover 
link chain connections for one elec- 
ce light. The fixture is wired with 
k cord and keyless socket. Light 
liating prismatic tungsten reflector 
- 60-watt lamp. 


No. 34A49052 


Klectiic —SSE=———- Showers 


Electric <li Showers 

Made of genuine brass in oxidized copper finish. Length 
to bottom of glassware, 13! inches. Round 10-inch pan, 
decorated with embossed center ornament From the 
outer edge of the pan extend solid brass link chain 
connections for electric lights. Complete fixture has silk 
cord Jaced throneh the chains, keyless sockets and 2'%- 
inch shade holders. Frosted 1: ades with erystal ribs. 


Made of genuine brass in oxidized copper finish, Length 
to bottom of glassware, 13% inches, Round 12-inch pan, 
decorated with a large spun brass center ornament. From 
the oute re of the pan are suspended solid brass short link 
chains for electric lights The wired fixture has silk cord 
laced through the chains, Keyless sockets and 24-inch shade 
holders Frosted glass with fancy embossed panels 


Not Wired 


‘ice. @ ate g o 21.76 Bare, With-| Complete, | Complete 
ice, complete as shown. 1.76 7 out Glass | but Without | With Sha Tare. With Gamotstes 
Catalog No. Style | “Shades, \GlassShades,| as Shown, leoubGlnen With ha No. 34A49082 
NotWired| Wired Wired Catalog No. Style Ee aee | Gisne Shndea;|| aeBHowN, : oe 
<7 m\T@aial | Wired Wired Price, complete as shown ..31.35 


$3.24 


34456952|3-Light| $2. 
34A56942|2-Light| 1. 


Four-Light Inverted Gas Chandelier 


. ‘ Fe 
NSS” ‘S&S 2 VIF& 


Gas Chandelier: 


Four-Light Inverted Gas Chandelier Made of genuine brass in oxidized copper finish. Length to bottom 

Made of genuine brass in oxidized copper finish. Length to bottom of glass- of keys, 36 inches. Spread, 20 inches. 44-inch ceiling canopy and Made of genuine brass in oxidized copper finish. Length to bot 

ire, 36 inches, Spread, 14inches. 4-inch ceiling canopy and “4-inch stem ¥-inch stem with ball ornament and large pineapple shape body ware, 36 inches, Spread, 1644 inches. 44-inch square cei canopy with %- 

ith ball body from which extend four gooseneck arms. The complete fixture From the body extend curved gas arms fitted with fancy keys. The inch square stem and oval body from which project four square arms fitted with 
ass pillar hooseneeks, The complete fixture is fitted with inverted burners with 34-inch 


fixture is fitted with 4inch shade rings and b 
| glass paneled shades. 


fitted with inverted gas burners with 34-inch shade holders and mantles, complete 
shade holders and mantle. Embossed open bottom fr 


en bottom frosted glass ball shades with embossed centers and beaded ribs. burners with lava tins. Fluted top etched frosted glass shades. 
= Complete, With | Complete, With | Bare,Without | Complete,Wit Complet | ; Comy With | Complete, With 
Bare, Without <7 ea va ~ . Bare, Without Burn cel ne ‘ 
catalog No. | Style [Burners ‘Mantles/PAVhout Ginss | Glass shades catalog No. | style | Aine, [testGnte witout] shades cause No. | sve | otgeatis | ie ta] Saar ate 
= se lnse shades Shades as Shown ss jlass Shades | Glass Shades | as Shown _ |_or Glass Shade Shades 
JA27012 4-Light | $1.82 34. | $4.99 384413132) 3-Light | $1.94 $2.14 $2.68 34427302 | 4-Light $5.84 | $8.53 | 73 
4A27082 3-Light | 1.32 | | 4.37 384413122) 2-Light | 1.53 | 1.67 2.038 $4A27292 | 2-Light 4.84 i) 8008 HGSi 
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EARS, ROEBUCK AND CO., CHICAGO, ILL. 


One-Light Gas Lantern 


extends 1 inches from the wall, Made of 
wrought iron in dead black finish, Tt has a wall 
canopy 44) inches square and square arm with 
enst end fitting supporting a square lantern 


mensuring 18 inehes from top of spindle to bottom 
Fitted with 7X Sineh clear beveled glass, gas key 
and pillar gas burner with lava tip: 


No. 8ShATOLS Price, complete. 85.48 


Wrought Iron 


120-Candle 
Inverted Gas Light 


Power 


fi im O 


Made of stamped metal 
heavily Japanned Ma 

Hesin mantle holder and 
reflector Japanned on the 


Outdoor 


Kor 


outside and white on the in Made of stamped metal, 
side, Fitted with half frosted heavily japanned., Magnesia 
pear shape globe, mantle and mantle holder and nickel 
by-pass plated shade 
, , ring. Fitted 

No, 84A2448 with 7inch 
Price, each, $4.98 frosted glass 


120-Candle Power 
) Inverted Gas 1 
Outdoor 


ball 
and by-pass 


Porch and Outside Lights 


- 


| 
| 


\) 
ight 
Use 


mantle 


One-Light Gas 
Lantern Bracket 


Made of wrought iron in 
dead black finish. Extends 
11 inches from wall. It has 


vround fluted wall canopy 
54 inches in diameter with 
round arm and scroll wall 


brace. The arm supports a lantern 10 inches from 


the top of ball to bottom of lantern frame and 
6 inches in diameter, Fitted witha twisted opales 
cent glass cylinder measuring 6 inches high and 
6 inches in diameter. Complete fixture fitted 
with gas key and pillar gas burner with lava tip. 


No. 
S4A2449 
Price. 34.8 


One-Light 


Lantern 


Klectrie 
Pendant 


Length to bottom of fix 
ture, 36 inches, Made of 
Wrought iron in dead black 
finish, Ut has a dinel ceil 
ine oanopy, with round 
link chain supporting a 
Wrought fron lantern cage 
Mensuring & inches 


ght Mission 
Electric Bracket 
Made of wrought iron 
in dead black — tinish, 
lixtonds 84% inches. Tt has an oblonwe wall plate 
OM Inches longand 444 inches wide with border in 
reed and ribbon design. rom the plate extends 
A Massive curved arm decorated in lotus leat de 


One-Light 
Electric Lantern Bracket 


Made of cast iron in dead black finish. Ex 
tends 11 inches. It has a square wall canopy 
5 inches in diameter and square arm 1% inches 
in diameter, with square end terminating in a 


One-Light Electric Lantern Bracket 

Made of wrovght iron in dead black finish 
Extends 7 inches from the wall. Orn amental 
Wall plate, 6 inches square and square arm 


supporting on linkehain connection a square 
lantern which 


One-Light Gas Porch Lantern 


Length to bottom of fixture, 324) inches 


high Made of wrought iron in dead black finish, It 


round bottom ball. This arm supports a cast iron 
and § inches in diameter 1 measures O Inches in height has a fluted canopy 5 inches in diameter with RPoREentAlIBeaOntantecs 0 fneties long and 
Sign with faney scalloped SMcinch globe holder — aetoss top, fitted with Wi St inches in width across the iron. top plain stem %-inch in diameter, The stem inches wide with cast iron Closed tap and knobs 
and fitted for one electric light. The wired —— frosted glass TxTinch el Trakone ornamental metal sides form the supports a round lantern which measures 13 
fixture is fitted with a weatherproof aluminum inder, The wired fixture antern frame which is fitted with frosted 
keyless socket, 


Fitted with frosted cathedral glass panels under 
a cast metal open framework in artistic 
The wired fixture is fitted with Weatherp: 
aluminum keyless socket 


No. 34A7079 


Price, complete, not wired 


inches in height to top 
ted with twisted opal glass cylinder measur 
ing T inches high and 7 inches in diameter 
rhe complete tixture is fitted with gas key 
and pillar gas burner with lava tip 


No. 34A7000 


Price, complete as shown, 


. Frosted glass cloar crystal stripe 
Ginch paneled globe, 


Oo. S4AT077T 
Price, complete, not wired 
Price, complete, wired, , 


Page Kighty-Right 


Pornament andis fit 


pebbled glass panels. The wired fixture is 
fitted with weatherproof aluminum keyless 
socket for one electric light 


No. 84A7002 


Price, complete, not wired 


is fitted with a weather 
proof keyless socket 


No. S&ATO0S 
Price, not wired 83.88 
Price, wired bas 


ign. 


Price, complete, wired 


$3.50 


SEARS, 


Price, complete, wired 


6.25 


ROEBUCK AND CO., CHICAGO, ILL. 


One- 
Round 
lectric 


Light 
Torch 
Bracket 


wrought iron in dead 
ish. Tt has a wall 
inches in diameter 
round arm support- 
shape body measur 
inches in length, not 
At the 


Made of 
wk fin 
nopy 5 
ith 
ratoreh 
1g 16 
sluding glass be 
Dis a 4+ inch shade holder 
ted for one electric light The 
red fixture is fitted with weather 
pof socket rosted glass &-inch ball. 


» SATOOS 
‘ice, comple not wired.33.58 


‘ice, complete, wired,... 5.98 


One-Light Electric Bracket 
extends 9 inches. Made of wrought 
n in dead black finish. It has a 
ll plate 3'Sx9 inches with und 
rt borde: From this plate extends 
nassive cast arm with 314 inch globe 
Ider with fitting for one electric 
ht. The wired fixture is fitted 
th weatherproof socket. Frosted 
iss 6-inch ball 


No. 34A7013 


‘ice, complete, not wired. 31.73 


ice, complete, wired.... 2.48 


EARS, ROEBUCK AND CO., CHICAGO, ILL. 


One-Light Electric 
Lantern Pendant 


Length to 
lantern, 30 inches. 


bottom of 
Made 


of cast iron in dead black 
finish. It has hexagon 
ceiling canopy inches 


in diameter, with short 
stem and iron chain. The 
chain supports a east iron 
ornamental paneled hexa 
gon lantern, 8'4x6 inches, 
fitted with frosted cathe 
dral glass, undera cast iron 
open framework in artistic 
design. The wired fixture 
is fitted with weatherproof 
aluminum keyless socket 
for one electric light 


No. 834A7083 


Price, not wired.355.50 


Price, wired 6.25 


One-Light Electric Ceiling 


Lantern 
Made of cast iron in dead black 
finish. Hexagon ceiling plate, 8 inches 
in diameter with ornamental hexagon Tt has a 


body 844 inches long and 5 inches in 
bottom The 
panels are fitted with frosted cathe 
dral glass under a cast 
design. ‘The fran 
wired fixture is fitted with weather 
proof aluminum keyless socket for one 


diameter with closed 


framework in artistic 


electric light. 


metal open 


No. 84A7080 


Price 


One-Light Electric 
Fancy Ceiling Light 

Length to bottom of 
glassware, 74 inches. Cast 
iron ceiling band in dead 
black finish. Diameter at 
ceiling, 6 inches with 3% 
inch fitter for glassware 
Complete with porcelain 
keyless socket Frosted 
glass ball with panels out 
lined in black. Mission 
style 


No. 34A7018 


Price, complete 


98e 


One-Light Electric 
Reflector Ceiling Light 

Length to bottom of 
glissware, 6% inches, Cast 
iron ceiling band in dead 
black finish. Diameter at 
ceiling, 54% inches with 
24-inch fitter for glass 
ware. Complete with 
porcelain keyless socket 
Frosted glass reflector for 
40 or HO-watt lamp. 


No. 54A7035 


Price, complete. ..69¢ 


bottom 


One-Light Electric Ceiling 


Fivture 


Length to bottom of fixture, 8 inches 
Made of east iron in dead black tinish 
hexagon ceiling plate, 18 
inches across corners with extended 
hexagon ornamental 
with closed 
the body are fitted with frosted cathe 
iss under a ecast metal open 
“work 
wired fixture is fitted with weather 
proof aluminum keyless socket for one 
electric light 


No. 84A7081 


Price, complete, not wired.F5,25 


paneled body 
The panels in 


artistic design The 


Price, complete, wired.... 5,98 


One-Light Electric 

Ball Ceiling Light 

Length to bottom of glass 
ball,7%4 inches. Castiron 
ceiling band in dead black 
finish, Diameter at ceil 
ing, 6 inches with 344-inch 
fitter for glassware, Com 
plete with porcelain key 
leas socket 
6-inch ball 


No, 84A7017 


Price, complete. ..65¢ 


Frosted glass 


One-Light Electric 
Ball Pendant 


Length to bottom of gla 
ball, 30 inches. Made of 
cast iron in dead black 
finish It has a hexagon 
ceiling canopy, 514 inehes 
in diameter, with short 
tem. To this canopy is 
attached an iron chain 
from which is suspended 
a dinch cast iron holder 
for one electric light The 
wired fixture is fitted with 
aluminum 

Frosted 


weatherproof 
keyless socket 
glass &ineh ball. 


No, 34A7082 
Price, not wired.31.75 


Price, wired ... 2.48 


One- 


Light 

Square Extends 8 incl 

me Made of wrou 
Torch iron in dead blac 
f finish. It has a & 

Lleetric inch squarec 


and squar uw 
Bracket Winchindiameter 
fhe arm sup 
ports a hexagon toreh body measur 
ing 10 inches in length Cnot ineludings 
wliss shade) titted with a ‘-ineh 
shade holder at top for one electric 
light The wired fixture is fitted 
with a weatherproof Keyless socket 
Frosted glass stalactite shade with 
crystal leaf design corner panels. 


No, 34A7075 
Price, complete, not wired.F2.25 
2.98 


Price, complete, wired .. . 


One-Light Square Electric 


Bracket 
Made of wrought 


Extends 7 inches. 
iron in dead black finish. Tt lives i 
inch square canopy and arn % ineh 
in diameter, with fancy ornamental 
st bottom and ;-inch & » holder 
it top with fitting for one electric 


light. The d fixture is fitted wath 
a weatherproof socket. Frosted glass 


6-inch ball 
No, 384A 7076 

Price, complete, not wired.51.47 

Price, complete, wired 2.12 


Page Highty-Nine 


Tungsten Electric Fixtures for 


a pa) 4 1 & 


a & 


Round Tungsten Ceiling Fixtures 


Lenith to bottom of glassware, @ inches 
Hight and ¢? inches on four leht 


Tt hava Sine ceiling canopy fitted with 


body. The body mensures 4" Inehes Ii diameterand #4) inehe 


ring, from whieh extend round aria with bras hooks 
inch keyless socket covers on ring connections for electric 


iclags tungsten reflectors for 2s watt lamp, 


Hare, Without Ginss Complete, but Without 


Catalog No, Alyle Bhiado, Not Wited Glows AWade. Wired 
StATHSS | 2-Light R2.65 S845 
S1A7T596) 8-Light B45 140 
B4A7587 | d-Light 1.20 0 


Round Tungsten Brackets 

Made of genuine 
brass in brush 
(antin) brass finish, 
Extends 7 inehes 
from the wall Tt 
hus a wall canopy 
5 inches in diame: 
ter and 4 inches 
deep and arm 
inch in diameter 
with cast loop, 
From the arm is 
suspended a 2M 
inch key socket 
cover on link chain 
connection for 
one electric light, 
The wired fixture 
Nas silk cord anc 
Key socket. Frost 
ed glass ‘Tungsten 
reflector, 


Comple 
Hat With 
out Glows 
Shade, | Shown, 

ad) Wired Wired 


$1.24] $1.39 
1.26] 1.43 


Complete 
With Gliese 
Shade as 


Kies Pearhin: Ww ithaat 
Fa eg gunee 
ee ING 
BEAT OAG 25-Watt) 75e 
BAAT SAT I0-60-Watt, T5e 
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Catolog No, 


From these 


Sprend, 16 inches on two and three 
Made of renuine brass in brush Gatin) brass finish 
«ine stem whieh supports a large oval 
slong Ineluding bottom 
hooks hang #44 
Nights, The wired fixture 
las silk cord run through the fixture, and ring connection and keyless socket 


ABS 
5.89 
Square Tungsten 
Pendants 


Length to bottom of 
Blaxxware, 1549 inches 
Made of genuine brass 
in brash Caatind bins 
finish, Tt has a square 
veiling canopy 44 
iehes in diameter and 
S inches deep with 
square stom “ ineh 
indlameter, This stem 
supports a @h-ineh 
square keyloss socket 
cover on link chain con 
nection for one electric 
light The wired 
fixture Tas silk cord 
nin through the fixture 
and keyless socket, 
Frosted glass tungsten 
reflee 


Catalog No. 


S4ATISS | 


Frosted 


Complete With Glaas 
Shade na Shown, Wired 


Size Lamp 
to Be Used 


25-Watt $1.02 | 81.88 $1. 


SHEATSGG 40-60-Watt 1,02 | 


Ceiling Light 
Length to bottom of glassware, 6% inches. Made of 
genuine brass in brush (antin) brass finish. The ceiling 
band measures 6% inches in diameter at top and forms a 
24-inch holder at bottom for glassware. The complete 
fixture is fitted with a wired porcelain irable keyless 
socket, for one electric light. Frosted glass tungsten 
reflector 6 inches in diameter for 25-watt lamp. 
Complete With 
Glnas Shade 
| as Shown, Wired 


| Complete, but 
Without Glass 
Shade, Wired 


-Light 55e | 70e 


Catalog No Style 


S4ATOL0 


Ceiling Light 


Length to bottom of glassware, 6% inches 


Made of genuine brass in brush (satin) brass finish, The 
ceiling band measures 644 inches in diameter at top and 
forms a #-ineh holder at bottom for glassware. The 
complete fixture is fitted with a wired porcelain sepa 
rable socket for one electric light 
light minting prismatic reflector for so.watt lamp. 


Pressed clear glass 


1 Complete, but 
| Style Without Gloss 
Shade, Wired 


Complete With 
Gloss Shade as 
Shown, Wired _ 


1-Light 67e 95e 


Catalog No, 


BLATOSA 


—_ 


S4A7 5! 54 | 40-60-W, att] 


7 
1.338 S4A7556 | 100-Watt| 7 


Stores 


Square 

Length to bottom of g 
on four-light fixture 
It has 


squi 


22 ir 


Square 


Catalog No. Style 
S4A7541 | 2-Light 
84A7542 4-Light 


Round Tungsten 
Pendants 


Length to bottom of 
glassware, 1544 inches 
Made of genuine brass 
in brush (satin) brass 
finish. It hasa ceiling 
canopy 5 inches in 
diameter and 4 inches 
deep withstem 7% inch 
indiameter. This stem 
supports a 24-inch 
plain round socket cov 
er on link chain con 
nection for one electric 
light. The wired fix 
ture has silk cord laced 
through the fixture and 
Keyless socket. Glass 
tungsten reflector, 


Rare, | Complete, | Complete ] Rare, | Complete, | Complete 
Without | but With [With Glass s Without | but With. With Glass 

Glass | out Glas dle Catalog No. ite Lamp | Glass | out Glass Shade as 

Shade, Shae to Be Used | Shade, | Shade, wn, 
Not Wired) Wired Wired jNot Wired) Wired | Wired 


» body. The body me 
4 inches in diameter at 
hooks. 
tions for electric lights. 
keyless sockets 


assware, 


21 inches. 
iches. Made of genuine 


Tungsten Ceiling Fixtures 
Spread on two-light fixture, 15 
brass in brush (satin) brass finish. 
4'4-inch square ceiling canopy fitted with %-inch stem that supportsa massive 
sures 10 inches long, including bottom ornament, and is 
iter band from which extend square arms with brass 
From these hooks hang 24-inch square keyless socket covers on ring connec- 
The wired fixture has silk cord run thro’ 


5 inches} 


eh the fixture and 


frosted glass tungsten reflectors for 25-watt lamp. 


Bare, Without Glass (Ce 
», Not Wired _ 


Sha 


$5.00 
6.50 


Square Te 


Catalog No. 


|_ GI. 


en 00 


to Be Used 


25-Watt 
10-60- Watt 


llete, but Without 
3 Shade, W 


Complete With Glass 
| Shade as Shown, Wired 
$ 6.50 
10.38 


Bracket 

Made of genuine 
brass in brush (satin) 
brass finish. Extends 
7 inches from the 
Wall. It has a square 
wall canopy 4% 
inches in diameter 
and 3 inches deep, 
and square arm 
4 inch in diameter 
withcastloop. From 
the arm is suspended 
a 24-inch key socket 
cover on link connec= 
tion for one electric 
light. The wired 
fixture has silk cord 
and key socket. 
Frosted glass tung- 
sten reflector, 


Complet 
With Glass) 


Complete, 
| but With- 


out Glass Shade 
Shade, as Shown, 
Wired Wired 

$1.33 | $1.58 
1.33 1.78) 78 


SEARS, | ROEBUCK AND CO. CHICAGO, ILL. 


Electric Pendants 


One-Light Rigid Pendant 


ength to bottom of }100-watt lamp, 24 inches. 
ide of genuine brass in. brush (satin) brass finish. 
has a ceiling canopy 4% inches in diameter with 
inch stem fitted with 24-inch socket cover for 
e electric light, keyless socket and 12-inch white 
ameled flat type steel reflector. Furnished with 
without 100-watt frosted bottom tungsten lamp. 

No. 34A7559 


Not Wired, | Wired, Complete as 
Style Without Without Shown, Wired, 
100-Watt Lamp | 100-Watt Lamp | 100-Watt Lamp 


$2.45 


No. 3446561. Street and * Outdoor Farm Light. 


This new and original light is the result of careful study by us to produce a feed wires 


One-Light Ceiling Pendant 


Length to bottom of glassware, 161% One-Light Ceiling Pendant 
sin brush Length 


inches. Made of genuine bre 


(satin) brass finish, It has ¢ Ve inches. 

canopy 5 inches in diameter and stem (satin) b 

7% inch in diameter. From the stem is opy 5 inches in diameter and stem 4% 
suspended a 24-inch socket cover on inch in diameter, 

link chain connection for electric light. suspended a large 84-inch socket cover 


The wired fixture has silk cord run 
through the fixture and keyless socket, light. 


flector for 60-watt lamp. 
No. 34A4907 


Bare, | Complete, 
pyitonk but With 
A 


Style ss | outGlass Style 
hade, Shade, | Shown, 
Not Wired Wired Wired 


L-Light| 75¢ 


for House 


to bottom of glass 
Made of genuine bre 


s finish, Tt hasa ceiling ean 


the stem is 


link chain connection for or 
The wired fixture has silk 
Ribbed opalescent glass tungsten re- run through the fixture and chain and 
Frosted glass ball. 


No. 8444906 


keyless socket. 


|Not Wired Not Wired 


$1.24| $1.71 LLight| 95¢ | $1.40 | 3 


ch 


One-Light Ceiling Pendant 


Length to bottom of glassware, 1644 
inches, Made of genuine brass in brush 
(satin) brass finish. Tt has a ceiling 
canopy 5 inches in diameter and stem 
7% inch in diameter, From the stem is 
suspended a 24-inch socket cover on 
link chain connection for one electric 
light. The wired fixture has silk cord 
run through the fixture and Keyless 
socket. Light radiating prismatic 
tungsten reflector for 60-watt lamp. 


No. S4A4905 


Hare, | Complete, | Complete 
Without | but With own, 
Style Glass ass Glass 


Ttefleetor, em) Wt on 
Not Wired Wired Wired 


I-Light Tbe | $1.24 | $1.52 


Street and Outdoor Farm Light 


Shows No. 


= =v 
L,A0601 erected with supporting wirea 
SS i tlached and feed wires run through the insulators. 
Through a hole to the cap of the socket is run a galvanized wire rod 


Outdoor Ceiling 


The ceiling band is made of east iron in dead black 
finish and measures 64% inches in diameter at top 


and Commercial Lighting 


Electric Cluster Pendants 

Length to bottom of knob, 18 inches. Made of 
genuine brass in brush (satin) brass finish. [thas 
n ceiling canopy 4% inches in diameter, with ™% 
inch stem to which is attached a brass wireless 
cluster for electric lights and 16-ineh white en- 
ameled flat type stec! reflector, Completely wired, 
Furnished with or without d0watt tungsten 
lamps: 


Catalog No. | Style |ywithout bunips With Lamps: 
84A7560 |2-Light| $3.17 $3.61 
S44 AT7561 |3-Light 5A 1.09 
84A7562 4-Light 8.79 1.67 


Cluster Fiatures 


with 24-inch holder at bottom, Fitted with white 


house, 


enameled tat type steel reflector, aluminum wireless 


cluster for 
furnished either with or without 40-watt clear 


tungsten lamps. A weatherproof fixture 


lectric light. The fixture is wired and 


yroughly simple, practical and inexpensive outdoor light. The use of this light with loops at each end to which the supporting wires from the tree, post Cay = 
minates dark streets, dangerous roads and unsafe spots on your farm, and will are to be attached. This galvanized wire rod also supports two p n insulators | sie or | Ae Shown Complete 
Vays assure you of a light driveway to barn, garage or gate. It willeliminate the through which the electric feed wires are strung and to which the two lead wires Catalog No. Style | poncetor | Without ee lee 
vessity for an oil lantern when going into the barnyard, pasture, etc. This light from the socket are to be attached. ‘This light comes complete with 24-inch shade Samba Naas 
n be erected inexpensively on wires strung between trees, posts or buildings. The holder and 10-inch white enameled flat type steel reflector, Furnished with or without r WERTA\  Nigl 12 +h| $2.67 $3.11 
ht can be controlled by a switch either on the porch or inside the house, making 40-watt clear tungsten lamp. For weatherproof fe wires, see page 06, 8447516) 2-Light -Inch | De» | Po. 
operation simple and easy. F : . No. $4A6561 Outdoor Light Without Tungsten Lamp. Price, 71.25 84A7517 3Light) t-inch| 3.03 3.69 
This street and outdoor farm light consists of a porcelain weatherproof suspension E . ~ 4 WE ‘1 3.93 4,81 
Price complete with 40-watt clear tungsten lamp, as shown 1.47 8447518) 4-Light! 14-inch} 9.9% 4 


yless socket with two lead wires which are to be connected to the main electric 


EARS, ROEBUCK AND CO., CHICAGO, ILL. 
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Dleetvic Weather 
proof Drop Cord for 
Open Wiring 


Length, 4 feet to 
bottom of lamp guard, 
Complete with porce- 
lain cleat rosette, 
0 wate weatherproof 
Heavily insulated can 
vasite cord, poreelain 
Key socket and wire 
Jamp guard, 


No, SHA6685 


Price, without 
Uingsten damp... .d4e 
Price, ax shown, with 
Wwatt clear 
tungsten lamp 


ie 


eels hl 
Page Ninet 'y-T'wo 


Electric Fixtures for Garages, Barns and Farm Buildings 


Made of tron 
Inch in diameter 


dead black Nniel 
16 Inches t 


a 


oS 


Outdoor Tron Electric Bracket 


Made of iron in dead black finish 
In diameter, and 16 inch 
with 10-inch white 


Catalog No. Style 
Outdoor Iron Electric Bracket SaATOGE TAEnI 
Heat lon, 20% Inches, Round arm, % SLATORS gh 
hrow light directly downward 
or The fixture ie wired and 


Hitted with 10ineh white onan 
Atlod with aluminum, weather, 


Catalog No. 


BHATOLD | 


Barnand Garage ExtensionCordand Trouble Finder 


Pitted with pw 
weatherproof ¢ 
Atlod with brass key aueke 


Price, without eleetric lamp. 
i) 


fs shown, with ideoandle power 
clea carbon lamp 


Style 


I-Light 


I-Light) $1.05 


| Price 


Without Tungsten 
Lamp 


82,00 


olaly separable plug and #8 foot of heavily in 
HVARIG electric 


onl, Mack enameled wood 


Land Wire lamp guard 


SLAGGGO 


If wanted with longer 
add for eneh additional foot 


Cast Tron Electric Bre 


Maile of ¢ 
Patend 


hes from the well 
4 wall eanopy 44 inches in dl 
with round stem Sine in diane: 
turned end. The fixture 
Atted with Insulated porcelain 
sooket and wire lamp guard, 


No, SHATOS 


Price, | Price, ax Shown, 
Style Without | With 40 Watt 
my Tungsten | ClearPungsten 

Lamp Lamp 


| $1. 


40-watt plain tungsten lamp 


fe Shown, 


With Watt Clear 
Tungeton Lamp 


sulated 
handle 


SlaAl 
S154 


cond 


5c 


acket 


{ fron in dead black Anish, 

Tt hos 
ameter, 
ter and 
wired and 
n key 


a 


So 


) 


holder 
inches 


lomp guard 


Style 


1-Light 


Tron Chain Electric Pendants 
1 


eth to bottom of knob, M inches, Made of 
wrought i i Diack Nish, It has a ceiling 
canopy 6 n diameter, and round link fron 
ain to wh! wh enameled 


lat type at yminun wir 
fitted for electric lights omplete fixture 
snd Atted with 40-watt clear tungsten lamps. 


| Price, as 
Show 
Not Wired, 
Without 
Lan Ww 


Price, 


Catalog No, Style 


h Lampe 


847086 |2-Light! $8.95 | $4.65 
S4ATOST |S-Light) 4.20 
S4ATO88 tight) 4.50 


Electric Ceiling Light 


With cast iron ceiling band in dead black 
Anish, With Sinch opening at top and 2\4-inch 

Length to bottom of wire 
The fixture is wired and fitted with 
porcelain keyless socket and 10-inch white 
enameled fat type steel reflector and wire 


No. 3447033 
Brice, | 
Without 


Tungsten 
Lamp 


81.00 


Price 
With 40 
Lamp 
$1.22 


Keyless Ceiling 
Light 
For ceilings where all 
wires are enclosed in 
conduit (iron pipe). Fits 
1 &inch round 


poreelai 
and Sinch te 
mplete with wire 
np guard and 40-watt 
r tungsten lamp. 

No. 34A705 
Price, complete 
as shown....... 


ble 


# in length, bent so as to throw light at 
nameled fat type ste 
aluminum, weatherproof, keyless socket and 40-watt { 


guord, 7 


as Shown 


Clear Tungsten 


Extreme extension, 224 


nches. Round arm, % inch 
angle of 45 degrees. Fitted 

The fixture is wired and fitted with an 
Main tungsten lamp 


1 reflector. 


Price, Without Tungsten | yhtiCe 88 Shown, 
Lamp Tungsten Lamp 
$2.00 $2.22 


Electric Ceiling Light 
With porcelain keyless socket 
Length to bottom of lamp guard, 9 in 
Consists of porcelain keyless wall 
socket, 24-inch brass shade ring, 10 
inch flat type white enamel steel re 
‘or and wire li 
No. 


Price 
Without 
Pungsten 

Lamp 


1-Light| 91c 


& 


r, as Shown, 
With 40-Watt 
Clear Tungsten 
Lamp 


Style | 


Porcelain Keyless 
Ceiling Light 


Por ceilings or walls 
where 


Porcelain Key 
Ceiling Light 
For walls or ceilings 
open wiring or where open wiring or 
molding is used. Par- 
ticularly adapted for 
barns, cellars, garoges, 
or damp places. Por: 
celain key wall socket 
fitted complete with 
wire lamp guard and 
40-watt clear tungsten 
lamp. 

No. 3446751 
. complete 
AS SHOWN... 


SEARS, ROEBUCK AND CO., 


socket. fitted complete 
with wire lamp guard 
and 40-watt clear tung 
sten lamp, 
No, 34A6754 
Price, compl P 


as shown 


CHICAGO, IL 


Electric Weather- 
proof Drop Cord 
for Conduit Wiring 
Length, 4 feet to bot= 
tom of lamp guard, 


Complete with +inch’ 
stamped steel cover 
with insulated bush= 
ing for iron 


een 
W ica 
iVily insulated - 
asite cord, 
key socket 
lamp guard. 
No. 3446686 

Price, without 
tungsten lamp. ....? 
Price, shown, 
with 40-watt clear, 
tungsten lamp..... ‘ 


—s 


Electric Drop Cords and Electricians’ Supplies 


7 


- ) 
i) 
7 
a Ea 
4Foot Drop Cord with 4Foot Drop Cord with 4Koot Drop Cord with 4-Foot D: f my Yi i 4 
fs 00) ‘op Cord ‘00! rop Cord with é-Foot Electric Drop Light 4loot Weatherproof Drop Cord 4loot Weatherproof Drop Cord i Moot Weatherproof Drop Cord 
ae oes Wa brass porcelain rose tte for con. poreelain cleat rosette finch stamped steel cover Round brush brass Sinch ceiling with porcelain cleat rosette for with porcelain rosette for con with Linch stamped steel cover with 
slling canopy having por: _cealed wiring, tandard for open wiring. Standard with rubber bushing for canopy with porcelain bushing open wiring. Canvasite weather cealed Wiring, Canyaaite rubber bushing fortron ceiling box 
Tain bushing. | Standar covered twisted lamp covered twisted lamp iron ceiling box. Standard Standard covered lamp cord with — Proof cord (twisted standard in weatherproof, cord. (twisted  Canyasite weatherproof cord, 
nvered twisted lamp cord cord and brush brass key cord and brush brass k covered twisted lamp cord ball adjuster for raising and lower sulated wire covered with standard insulated wire covered (twisted Insulated wire covered 
ad brush brass Key socket socket with rubber bush- —sockét with rubber bush and brush brass key ing, brass key socket, 2%-Inch | Weatherproofed canvas) and  withweatherproofed canvas) and with weatherproofed canvas) and 
ith rubber bushing. ing. te ing. socket shade holder and 10-inch metal re Edison base porcelain key socket Edison base porcelainkey socket. Edison base porcelain key s0¢ 
No, 3446799 No. 34A6797 .,. No, 34A6777 No, 3446776 flector, green outside and white No. 34A( No. 846775 No. 34A6774 
Price, each 18¢ Price, each 35e Vitcal each BoC Bice eake 85c — cnamel in = e 12¢ : 0. BIAGTTO 19¢ 7 0, SAAGTTA ee 
For each extra yy, ., For ench extra “yy, For ench extra 1, For cach gcxtra 0. S4A6T79 ; rice, cach 4 Price, ¢ . Flees, each = 
Ot Add... 2 for id wet (20 add real vot add le Price 69¢ For each extra be Vor each extra foot add oe For cach extra foot add se 
-_ Electricians’ Baby y 
Torch. The smallest 
a practical torch MAGHOD 
made. Nickel 1%4in. No.6 Mat Head 
plated brass Bright Tron Wood « 
6-inch Combination Pliers, Wire Cutter Combination Gas, Wire and Side Cutting Pliers tank. Adapt Screws for wallaockets 
id Screwdriver. Forged steel, black finish. Forged tool steel, polished ayant Se Pantie on ed for close Price, 3 doz, for be 
No. 34A6632,, ~ one handle, reamer on other. Length, 6 inches. 4 work in sol No. MAG607 
rice, each... =9C No. 4A6633 Price, each 415c dering wires 1% in. No, 9 Flat Head 
fixtures right Tron Wood 
Electricians’ Gasoline Blue Blast a . : 
Blow Tore = adeitore and outlets por é Screws for crowfeet The Underwriters’ rules re 
in. Long Nose soldering iron and is a very handy with tin of sol STEROLS et ee eee ners No. MAGG0K ayer of friction tape on all 
ap Joint Side article for use on all electrical in dering paste watnaldal PIP ERUCR AD’ “Fasle tice, per 2-04 2% inch No 9 Round jointwand splices. 
utting Pliers. Forged tool steel _ DropCord Adjuster. stallation work. A reliable torch Eta Ae wesi cht mr atiices? a craad Ito. S4A0TOS can 16¢ Wend Blued Iron Wood —_ No. $4A0506 Frictlon Tape.) 5, 
LEI Mlatied awoewakranted Black cnameled wood. made of brass. Capacity, 1 pint ae acatias Price, each Nor MAGS WireBold: Screws for porcelain Fetce, per a rol : 
; Fy ps o 5 P ' cleats ane 0 ber TAC. cg» 
No. $4A6631_ Price, each....60C S4A6610 Price.. le No. 34A6837_ Price. 1.9% Price 85C Per dozen er. Price, per pound 32¢ Price sido, for..L2C Price roll 3oc 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 
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Key, Keyless and Chain Pull Brass and Porcelain Sockets 


(Pits 


“Ne le cyloaa “Now Wrinkle" Key Socket “New Wrinkle" Key Socket New Wrinkle” Chain Poreelain Keyless Porcelain Key _ Porcelain Keyless Porcelain Key 
Now Weinkl ma ine Balser ices Without. insu with hard rubber double Pull Socket, Edison base Socket with pend Socket with pend Socket with 44-inch Socket with ™4-inch 
Socket. Kdlson bawe H wih niet r I 
Woting bushing, Hrs lating bushing. Hew N brass or busting Kat on hase Brush yl hou Insulating yush ant cap lison anteap. Edison brasseap. Threaded brasscap. Threaded Porcelain Chain Pull Socket 
r polished brags finish, — polished Prose Anish. Binte brass cr Doles desired, ished brane Gutat base. For drop base. For drop Edison base, For Edison base, For with insulated chain, ¥%4-inch 
State Anish desired, Yeineh finish de Ire inch cap od benss hy ‘cords cords fixtures fixtures AD: TH advent 
£0 5, B4AGKO9 No, S4.A6500 No, S4A6501 ,  eap, Sineh chain : i ‘ H base. For fixtures. Excellent | 
of Uo en ATelha, Gilol 16e Price, ench 16 Spi No. 34A6524 No. 3446526 . 3446528 No. 34A65 for bathrooms 
Price, enh ROG’ Weloe. anol in lots oF Price, each, in lots of No. 34A6504 P ! 13e loc , lsc » No. : 
Price, each, in lote of, 4 Vo 100 loc 25 to 100: bc Price, each Ne rice, each : Price, each 5 Price, each . rT Price, each No. § x 
20 to 100. P Price, enol, in lote of Price, ench, in lots of Price,each,in lots, Price, each ...... 33 
foo ts hoe eee te 100 to 500 Ile 100 Lo 600 Ihe of 25 to 250 Sc 
ob { 


a ft f 


= | . 


3 = i 7 
“Now Wrinkle” Keyloas “Now Wrinkle’ Key Wall Now Wrinkle” Chain Pull Bayonet Le “New Wrinkle” Keyless New Wrinkle’ Key Angle New Wrinkle” Chain Pull Angle 
Wall Socket, Kitson base, Socket, Kdison base, Uriah Wall Socket, Edison base. Wall Socket Ea Angle Wall Socket. Edison Wall. Socket. Edison base Wall Socket. Edison Base, Brush 
Hirteh brass (eatin brass) Ne bra satin brass) finish. Trash brass (satin brass) fin Fitted with brass shell and ba Brush brass (satin brass Brush Brass (satin brass) On brass (satin brass) finish. Porcelain 
Tihion oeetnin wall base, Porcelain wall nae, Holos Ish, Porcelain wall base. porcelain concealed well Rate Porcelain wall base ish. Porcelain wall base wallbase, Holes for supporting 
Holos for aupporting screws for supporting wa spaced Fr support rews — base. Holes for supporting Holes for supporting screws Holes for supporting screws screws spaced 1% inches on cen 
spaced 1% Inches oneenters, 1% inches on centers achat eon centers. screws apaced 1% Inches spaced 1% inches on centers, Oles 13 i nehes ont centers fereea a Inchichaln 
; : Sinch chain on centers 2 ay Se 
No, S4A6508 No. SEAGS06 No. 384A 6510 » 3446509 SEAGSLA No. 3446512 No. 34A6516 
Price, each 0¢ Price, each 21e Price, each 35€ Price, each 12¢ price, each 25€ Price, each 28c Price, eac ; 
' 
‘The above three Hlustrations 
show the construction of the 
“Now Wrinkle" Socket, 
National code standard brass 
shell Nber lined, — Kdlison 
Dose. Patented “New 
Wripkle" fastening device, 
Which permits the socket to 
bo taken apart ensily without 
the ald of a screwdriver or Benjamin Aluminum | 
other tools, When assembled atherproof Keyle sq 
Wie wery substantial, After . Socket. Edison base. 34: | 
neing the cap on a fxture, ma = " inch cap. This socket is 
the key of the socket can “New Wrinkle” Keyless Wall or Celling New Wrinkle” Key Wallor Ceiling Socket “Now Wrinkle” Chain Pull Wall or Ceiling Socket Wireless Cluster. Porcelain body covered with a Pecamepnged tor Git flee | 
faxtend in any direction, ag Socket, Kalison base, Hira Coiling Dave with — Biison base, Brass ceiling base with insulated — Edison base Brass ceiling base with insulated por- genuine brass body shell in brush brass or polished tures used on outside works 
phere aro ne acrew holes to LUA pare alain Satton, arial vas a Cealin Eis ain ret}er, Brush brass (satin brass) celain bottom. 1s-inch chatn Brush brass (satin brass finish. State finish desired. Absolutely weather and 
he Matched betwe nish, side diameter of porcelain Nish. Outside diameter brass) Anish. Outsi¢ ater Oo! se, ro * nw ae 2 5 eK DrO7 
howe eh cop and Ligh ‘inched Helen Tex sereee eaee Cutt brass) finish, “Outsid Alameter of porcelain base, No. 3446557 2Light. Price,each,$1.05 wat T proof. e; : 
#.are spaced # inches on centers. spaced 2 inches on centers 4A6550 $-Light. Price, each, 1.18 No. 34A652 
AG6520) opr y vo. § R18 ox Se ay < RRRY)  ateens Doped = 9e. 
0. S4A6520 _ Price, each...,..27¢ No. SHAG518 price, 2 No, S4A6522 No. 8446551 «tight. Price.each. 1-35 Price, each 490: 
rj $a —~ 
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h 


ss 


Porce’ syless Cleat Recep 


Porcelain Keyless Re 
for use with wood molding 


dtncle Porcelrin Wall or Ceiling Key 
ll Socket for use in wiring with 


Porcelain Wall or Ceiling Key Socket 1 Wall or Ceiling Keyless Porcelain Key Cleat Socket | with terminals for orcelain Keyless Weatherproof Re supporting wood molding, Edison base 

r concealed wiring. Edison base. onecaled wiring. Edison with open terminals forcleatwir- cleat wiring, Edison boxe. [oles ceptacie, Edison base. Fitted with # serews spaced 17-10 inches on Totes for ataatetivg aarewrarars 

les for supporting screws are $ supporting screws ing, Edisonbase. Holes for sup. for supporting screws are spaced Inches of No. 14 cfeanfed rubber covered centers: spaced 2 Inches on centers 

Dea SoS SRB Dox Des screwal ang Me cbas Ob rentele. Recess parting acrewe ave sented tinun 21510 Inchosion centers: wire, Holes for supporting screws are No. 34A6764 , SLAGTOS 

base ¥% inch deep, 2inches wide. in base % inch deep, 2inches wide. on centers. No, 84A6537 spaced 115-32 Inches on centers. é SOE Ne ares No, 34A67 7 

= a Seca o L < " Jee. © ge "2 rice, enc! x 

No. 3446536 0. 34.6535 No. 3446538 Price, CCH .ccscccaccecee 4C No. 346539 Price, CACH oc... ees was el@e@ Price, each ... lic 

fice; CaCHineese=ensses ss ....L8¢ Price, each l5e¢ Price, each 17¢ In lots of 260, each.....644¢ Price, each.......+ l5c 


ndant Switch Made of 


Brass 


brass in brush (satin) brass finish Porcelain Pendant Switeh. Mode ; 

Used for turning on and off electric of porcelain In embossed design, tn oll Axtures Installed In a Le ean rat pbs 

A lights on fixtures not controlled by — agray color. Used for turning on and home without a wall ed, Can be used with 

_ switch and outofreach from the floor, off electric lights or fixtures not con switch, Can boattachcd any lamp ranging from 

Porcelain Keyless Cleat Receptacle 3 Can be attach: any fixture having trolled by wall awiteh and hung out of to the bottom of a fixture 0 to 40 walls. The 

: Mica Composition Weatherproof Porcelain Key- a bottom knobor extended to any — reach fromthe floor, Can be extended having o bottom knob, or ‘ aaRigasven 

with concealed terminals for cleat Edison base. Fitted ‘ ony e a onde extendce sxta 4 Dimea-lite enn you 
dison ba less Sock Edisonbase. Fitted length by cord from center of fixture to any length by cord, extended to any length 

wiring. n base. Holes forsup- with 6 inches of No. 14 rub- with 6 inches of No. 14 stranded S i! 3 desired by a cord from to heve any degree of 

porting screws are spaced 15% inches _ber covered wire, To be attached di rubber covered wire. To be at No. 34A6547 No. 34A6713 the center of the fixture Beutdostred fram fle 

on center. Carries wires % inch Tect to the feed wire asa temporary tached direct to feed wires for oh 30 Price, each 30¢ One pull of the chain strength toa bare glow 

et socket for outdoor decorative pur- outdoor purposes and in dam hee : turns on the Hight and andout. The light ts 

from the surface. poses or in damp place SISCRaeees “ra D, nd Duplex 16-Gauge Electric Cord in regulated by the chain 

Lt switches Useful in nurseries: 


4 No. 34A6545 


No. 384A 6540 No. S4A¢ 
12e Sc aricalenan ae ic No. 3446692 Price, per foot 


Price, each 


Plug Clusters. 


Porcelain body with a genuine 


Brass Current Tap With 


brass 


single silk cosing, For use on another pullextinguishes | 
it, Brush brass fnlsh, : i 
aie be with & inches of chain bathrooms, etc 
0, SEAGSLD No. 34A6655 
Price, each 15¢ Price, each sie 


Chain Poll Make ond 
Dreak Bross Pull Switeh, 
A very handy article for 


Dim-adite Chain Pull 
Socket. Mor use onany 


Outdoor Decorative Plectric Light Mlumination. 


{ 
No. MA0748 I No. MAOTAO No. MAOTAR 
| 


No, 34A 0541 No, S4A0541 
Adapted for decorative work or genero! lighting, such o# lawn parties, fairs, street ilumina 
tion, ete., or where outside lighting Is required for a short time, Illustration is one-fourth actual 


size, This iumination can be extended to any length and number of lights by the addition of 
nockets, cleats and wire, We recommend a rubber covered s/rarudéed wire on this outit 
The binding screws on the side have pointed ends which punc 


Porcelain Suspension Socket 
ture the insulation on the wire and make contact with the copper wire 


No. 34AG6541 Price, each : 
Porcelain End Suspension Cleat, Tobe used at each end of row of lights 
from posta, buildings, etc, Double slotted, which allows hooks to be changed 


12 
pended wires 
as to hang from 


elther direction 

B4A6748 Price, each : fe 

Porcelain Center Suspension Cleat. For supporting wires at intervals In the row of lights. 
Double slotted, which al + hooks to be changed so as to hang from either directic 

No. 34A6749 Price, each 4ce 

Rubber Covered Stranded New Code Wire 
No. 34A6690 12eange. Price, per foot Sauauanes 1i4c 
1% ¢ 


4A6691 1t+eaug Price, per foot 


dy shell in brush brass or polished Twin Chai >, Yocka 2 ¥ e 

ass finish. State finish desired. To Twin Chain Pull Socket. Rotating Sleev Porcelain Current Tap With 

used for increasing the number of _ Made of brush brass (satin brass) fin This is used where light is desired and . 

hts or to operate anclectric fan and ish. Edison plug base its any stand. also where a connection is to be made Detachable Pliq. 

ve alight at the same time, Fits any ard Edison base socket. First pull con. for an electric iron, chafing dish, perco- For safely carrying current from on 

andard Edison base socket nects one socket, second pull connects lator, lamp or any other electrical de- electric fixture to fans, motors, lamp 
No. 3446552 both sockets, third pull disconnects one vice. Ithns a rotating sleeve whereby and any electrical device without elimi- 

- Sea Ow p»,, socket, fourth pull disconnects both it may be attached in any desired po- nating the original light. Edison base 

light. Price, each ++-00C sockets, Sinch chain sition withe twisting the lamp cord. and snap porcelain attachment plug. 
No. 34A6555 No. 34: MES o, SAA67T53 No, 34A6752 

light. Price, each .. 75¢ Price, each 68¢e Price, each ssseeeeeB0C— Price,teach 26¢ 


EARS, ROEBUCK AND CO., CHICAGO, ILL, 
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Porcelain 


rt) 


\ 
aE /) 


} One-Piece Fuseless 
Porcelain Cleat Rosette 


Porcelain Separable % inch from the — 


Porcelain Self Tying Carrios wire 


A Y ‘of , 1 lowette surface wired over. Can be Porcelain Cleat Rosette 
Porcelain Concealed Ceiling Button Molding Roxette urfacas wired covery, Cini Ue orcelai t Ros 
iri tosette Used with drop cord cleat and knob This rosette is fussless; with mov holes for bringing the wires up With Pnelosed Terminals 
Wiring Rosette open wiring, Can be nailed toceiling ble cap, To be used for drop cord ne cieh have been provided Holes for supporting screws are 
This rosette is fus with B ld id coniiattac hed to the installations in conjunction with thorosotte: EHoloa for modi di IM inches"on. centers 
concealed terminal and romov- hd drop cord cusily nt » wood molding, Holes for xcrews he Towette. Toles for molding LOaUESIEII(DOURTORICla plete 
able cap which snaps in place Aoaced 1 8:82 inches On spaced 14 inches on center PhS Faced OE OE, 
by aslightturn, Fordrop cords o Shicg'o} sles 7 n cen 4 sto be uscd. 
concented wiring. Jioles for screws No. StAGT71 No. 84A6850 No. 34A6741 f No. 34A6772 a 
spo 1% inches on center Price, each, Se Per dozen 5X Price Sc Price be Price vc 
No. 314A 6710 Price ..9e : 
{ ~ 


Two-Wire Porcelain Cleat ‘a 
Porcelain Molding Crossover Porcelain Molding Taplet, Corner Style Bic A 4 = 


For Nos. 12 and 1gauge wire. r, oe ¢ 
For use with wood molding where two For two wires. Used for aright angle turn, Glazed finish Square Porcelain Switch Base 
lines of wires cross, making it unnecessary hue 1 Price Isc No. 34A6750 For concealed or molding work. Will ft 
, y © ove loo ‘rossing 0 = ee = So D-ampere snap switch, 
Leesan ovar. tn loom, Cronsing ty Porcelain Molding Taplet, Branch Style Price, per pair form = "34 \6T 13 is weiteh 3l4e 
No. 84A6766_ Price e Vor branching off the main line, making it un Por 100 pairs 115 0, SEAO TAR rice ee 
Oo ORALUT es : necessary to cul the wires 7” 
a No, 84A6767 price 18c 
—, \ | 
Porcelain Tubes om —— ae 
4A0TAS S-10x3 inches | Porcelain Round Solid Knob, No. 6% Porcelain Round Split Knob 
tc, cach Ye Old Standard, Lineh. 1M%-ineh, Old Standard, 1-inch 1\%-inch 
als Mae oe 5c . No, 384A6755 No. 834A 6680 No. 34A6757 81 
Pits Cane, Ft6xé inches, ue Porcelain Square Split Knobs Price, cach 0.00% Price, each %0.00% Price, each ®0.01 20.0114 
Pe 100" UCD) a ssessssenne ac No. 3 ‘Np Per 100 AG Per 100. 60 Per 100. 85 05 
er pareeesiot Me : No, SHAGTS6 Per 1,000 420 er 1,000 5.00 Per 1,000 7.45 Per 1,000, 8.50 
5-10x6 inches, Price, each # 0.01% 
A le Per 100 145 
Ric Per 1,000. 13.75 


Silk Covered Copper Wire Cotton Covered (Green and Yellow Mixed) Copper Wire 


For wiring fixtures, 


lk covered brush brass color copper Axture wire. Single Two conductors twisted). Approved New Code insulation, For drop cords and extensions. 18-gauge 

conductor. Approved New Code insulation. No. 34A6793 Price, per foot 1M4ec Per 100 feet 81.25 Per 1,000 fect £12.00 
No. 34A6700 1d-gauge. S4A0TN2 18 gouge 

Price, per foot # 0,01% ee, per foot 

Per 100 feet 145 100 feet 

Per 1,000 feet 12.75 Per 1,000 feet 


Waterproof Canvasite Cord. Canvas Covered C ‘opper Wire 


For use as drop cords and extensions in all damp places, such as cellars, garages and barns 
New Code insulation, Takes currents up to 600 volls,  16-gauge, 


No. StAG616 Price, per foot 3c Per 100 feet 


Approved 


$2.60 Per 1,000 feet $24.25 


Rosettes and Sundries—House and Fixture Wire 


The illustrations above sh Clual size of the wire 


Single Braid House Wire 
For open (knob and tube), and molding wiring 

34A6781 10-gauge. Price, per foot 8 0.01% 

Per 100 fect 1.60 

Per 1,000 fect 15.50 
No. 34A6783 i2gauge. Price, per foot 8 0.011% 

Per 100 fect 115 

Per 1,000 feet 11,00 

No. 34A6782 14-gauge. Price, per foot 8 0.01 

Per 100 feet 85 

Per 1,000 feet 7.95 


Single Braid Pixture Wire 
To be used for wiring electric fixtures 


No. 34A6784 16 


auge. Price, per foot 8 0.00% 
Per 100 fect 0.80 
Per 1,000 feet 7.50 

No, 34A6786 18-gauge. Price, per foot 8 0.004 


Per 100 feet 


Per 1,000 feet 


Double Braid House Wire 
For use in rigid or Mexible conduit 
0. 34A6610 10-gauge. 


Price, per foot 
Per 100 feet 
Per 1,000 feet 


Price, 


17.30 


No. 34A6612 1 


per foot 8 0.01% 
Per 100 feet 1.50 
Per 1,000 fect 13.50 

34A6614 14-gauge, Price, per foot 8 0.01% 
Per 100 feet 95 


Per 1,000 feet 


Duplee House Wire—Two Wires in One C asing 
For use in rigid or Nexible conduit 

No. 3446788 Price, per foot 
Per 100 feet 
Per 1,000 feet 2 
Price, per foot 
Per 100 fe 
Per 1,000 feet 


Triple Braid Weatherproof Copper Wire 


12-gauge 


8 0.03% 


8.10 
8 0.02 

1.90 
17.50 


No, 3446780 14 


or alloutdoor use. Meavily insulated to withstand the weather. 


No. 34A6693 10-gauge. Price. per foot 8 0.01% 
Per 100 fect 1.40 
’ Per 1,000 feet 12,90 
; No. 34A6694 12-g0uge. Price, per foot 8 0.011 
Flexible Silk Cover, re ot , eke No, 34/ ¢ 2gauge. Price. per foo 
“cad aie aes Elves a Gre Late Dd oie one Waterproof Packinghouse Cord. Canvas ( Yovered Copper Wire pennbelfeet.. a4 
Li cc! © parallel wires in one casing with rotating sleeve plug For use ns drop cords and extensions in all damp places, Heayil a ie re Pat =e + Jal z - 
seh, Approved New Code insulation. jute filer and wrapped with two weather proof braids. for ence maup teeoeene pad Ng round’ with “No. 34A6695_ 1-¢cure. Price. per Tock i 
Yo. 3446796 price, complete. .... = jaa S8e No. S4A6617 Price, per foot Stace Por 100 fect $3.00 Per 1,000 fect £28.50 Pee aon eek 6.80 
— . lea = 
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Electric Switches, Plates, Plugs _and Cut-Outs 


Brass Wall 
Flush Plates 
for Switches 


(e) oO 
No. 346730 and : 
No. $4A0731 when ¢ \ C C 
But cuce Ta Reeel 

O 


Mac uine | 
brass brush ) .< 
brass, oxidized 
copper or nickel 
plated finish. fe) 
Complete swith ie) Indicating Key Snap Switch, 5 am- Turn Button Switch. Single pole.5 
eibhidb peres, 110 volts, The key for turn- amperes. Polished nickel finish. 
ing this switch is onthe sideandout Holes for supporting screws are 
<; of the way, therefore not easily spaced 1 5-16 inches on centers. 
ush Button Switch. Single pole, broken off Atone end of the Key 1 NERAMIN Gy So PHEETeneE Etae 
mperes Jrush brass finish No. 34A6734 Brush brass finish No. 3446733 __ Brush brass finish a pointed indicator which, when aay 6. b ae 
No. 3446730 eC 8c Price, cach... 16¢ 24c 1 the wall, indicates Same ag No. $4A0736, but three any 
ch, 23c. Price for 10........$2-10 No. siaez: 322 Oxidized copper finish. No. 34A67342 Oxidized copper finish ‘Oxidized copper finish. that the electric current is turned 0. 34A6735. Price ..22¢ 
me as No. 3446730, but three-way. Price, each 9c Price, each 18¢ 27c off; and when polnting forward, that Gra as No. 34446734, but indicating 
34 K 2 ckel plated finish, No. 34A67341 Nickel plated finish. No. 34A67331 Nickel plated finish the current is turned on “Om and “On. 
chy 350 Price for idenn.$3-30 eS Heres Ses eae 9c Price, each 18e Price, ench 27¢ No, 34A6548 Price, each,..16c No. 3446737 Price, each..15¢ 


Separable Attachment Plug. Made with 


Attachment Plug with Edison Screw Separable Attachment Plug with Edison 


Kdison Baseboard Plug Receptacle. Com- Chapman Baseboard Plug Receptac 1 

te for attaching electric portable lamp. | Complete for attaching electric portable Base, having a rotating sleeve which Screw Base. Porcelain body andcap. The Composition « te. Boe pacer r ede ear sta 

n, toaster, ete. When not in use the lid lamp, iron, toaster, etc. The lids forinsert- makes it possible to attach the plug cap is detachable from the body of the plug bait oaths TOucanueEoe ToEERbIA Carried in sizes of 10, 20 and 30 amperes. 
losed) making the plate flush with the the plug close ov or Hhetcordtagiartne quickly without twisting the cord, by simply pulling apart, making a quick jmp, electric iron and all other electrical State size wanted 

seboard or wa rush brass finish, plate is at all times flus y No. 34A6556 Price, each 17e make and break connection devices No. 34A6650 Price for 10 15¢ 


No. 34A6739 board or wall 34A6555_ Price. each 


ce, each, 35c. In lots of 10 $3.20 No. 34A6738 Price, cach 54c 


0. 34AG6554 Price, cach 13¢ 


ENS 


Single Branch, Two-Wire, 10-Ampere, 125-Volt. Panel Switch. Double Branch, Two-Wire, 30-Ampere, 125 
de of porcelain. For Edison base fuses. Fitted with one Plug Cut-Out Block. Made of porcelain. For Volt Plug Cut-Out Block. Made 
cating snasamltch: Edisonibaacituses: For Edison base fuses: 

No. 34A6675 Price, each 98c No. 34A6729 Price, each 24e No. 3446728 Price, each 
Double Branch, T'wo-Wire, 10-Ampere, 125-Volt. Panel 

tech. Made of porcelain. Edison base fuses, fitted 

h /wo indicating snap switches. 

No, 34A6679 Price, CACH. cece ceeee oe $1.35 


. N. E. Code Cartridge Edison Base Pluz 
Fuse. To be used with Fuse. From 6 lo 30 
switches Nos. 34A pereeiiven tet 

-. UABGTTS. Sizes, 10, : Fe 


amy 
30 amperes. 


Folt Double Branch, Three-Wire, 30-Ampere, 125 
of porcelain 


le Branch, Two-Wire, 30-Ampere, 125-Volt N 
Cut-Out Block, Made of porcelain. For Price, each 9c Per 
on base fuses. 


No. 34A6727 Price, each 14e 


hirty-Ampere, 250-Volt, Slate Base Two- Thirty- Ampere, 250-Volt, Slate Base Twenty-Five-Ampere, 125-Volt, Porcelain Thirty-Ampere, 125-Volt, Porcelain Com: Thirty-Ampere. 250-Volt, Slate Base Two- Thirty - Amp Volt, Slate Base 
re Main Line Switch and Cut-Out. Three-Wire Main Line Switch and Cut-Out Combination Two-Wire Main Line or En- bination Three-Wire Main Line Switch and Wire, Main Line Switch and Cut-Out. For — Three-Wire Main L ine Switch and Cut-Out. 
: fuses. For link fuses. trance Switch and Cut-Out Fann ue fuses. Cut-Out. For plug fuses cartridge fuses. Type For cartridge fuse: a Type C. 

io. 34A6722_ Price, each... 40 No. 3446724 Price, each -78¢ No. 34A6725 Price, cach...... 37 No. 34A6726 Price, cach 55¢ No. 34A6778 Price, each... __No. 34A67) rice, each...... 65e 
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Tron Outlet Boxes, 


® 


Round Shallow 


Round Deep Outlet 
Bow 


$4 Inches in di 


Round Deep Outlet Bow 


B14. Ainches in diameter, 11 C, 14 , 
inches deep with fve knockouls in ameterand 1g inches deep 
bottom and fouron side for Yy-inch With two knockouts 14 bol 
nduitor HN cable. Black enamel tom ond four in the side for 


eon ch condult or BX MT 
= ae Py ‘ Hack enamel finish. Outlet Bow 
: No. S4A6604 $0,12 No, 3446593 B.%4. dinches indiame. Ltound Switch Cover 
Price, cach, pine anita ay atin Oca rvanirad ah nonideene ti BI 4 inches in di 
Price for 10... 1,00 oe J five knockouts in bottom ameter, For use with 
Round Drop Cord Cover Round Drop Cord for Yé-lnch condulter BX snap switches in, con- 
BD 4 inches In diameter, with Cover Bee ee ee Mound Dae Ne ShACOS 
%-inch insulated bushing for drop CD 44 Inches In diam », SAAGGOO Black enamel finish 
cord or use with No, S4A600: ter with %-inch Insulated , / Te Y i607 
Round Outlet Box, Black enamel — jyishing.. Loruse wilh.No,  Eriee, each uf No. 3446607 


finish, 2 MASS Round Outlet Box 
No. Black enamel finish, 


Price, each 0, SAAG: 
6c 


Price for 10 Price, each Sc 


S4A6608 


Two-Gang Switch Cover 


AG 4 inches square and 
Ss 0 Mivture Outlet Covey inch deep, black enamel finish, ‘To 
Square Single Switch Cover! gas Notun tibhet f Sire he used with No. 34A0589 Outlet Box 
- d Le AC Raised open cover for fx for holding two awilches. 
AE. %. Tor holding one switch. To tures, ‘To be used with box No to OLA RRA 
be used with box No. SMA0580, Black — gy Aqanp, Tack enamel Nnlah No, 3446588 
qxemal Atle ate 0. SHAGOST Price, each 10c 
No, S4AG592 aioe, 61 3 
Priestancn 10e Prive, each ic 


Type 2 Condulets 
No, MAOHOO With twowire hole 


por 
celain plate, Mor Yy-ineh conduit 
PricO) ONC sdsenaveasexadsustixyss s800 = = 
No, MAQOTO With twoowite Hole por py Sonica i ' , 
‘ype A Condule celain plate, For j-ineh conduit Lupe F'Service nd Condulets 


each, 
MATL 
three-wire hol 


Price, 
No, 


Ds oh AGDOL 
eclain no i b 
Pp. 


ake 


ith 
Por \- 


Po be used with conduit where the feed 
the building, 
MAOSNO Service 


With twoowire 
» doch conduit, 


hole por aype ie 
porcelatn p 


Condule 
Ale 


Bend 


Condulets 


veh * 
idle por, inelvconduit. Price, each. <6 With two-hole porcelain plate, For } 
oak Sind i Wo wire hale “bor No, MANOT2 ‘Type KB Condalet with inch eouduit, P: MTA (T 
er i cate threc-wire hole porcelain plate, Kor \- No. MAGSKL Service’ End Condulets 
No. A003 With thr Hote pore Meh conduit, Price, cach... .eeeeeee BK with bres hole, pore Join plate. For it: 
ay neh conduit, "rie os ». AOC 
celata pistes Yor %-Inch condult, » MAGS? Service End Condulets 
No SLAgOOL WIL thrcewine hole with two-hole poreclain plate. Kor 
oaNG HAGE WW. inch conduit. Price 


Inch conduit. 


polenta No. 3440888 Kad 
TICE, COACH »0. With Uhree-hole Jain plate, For % 
inch conduit, SSeS 


D , 
Type \¢ Bis Cord Condulets 
No. MAsoTs Type C Condulet with 
one-wire hole poreetain, plate. 
inch condutt.. Price, ¢ 
No. MAGOTA Type 
one-wire hole porcelain plate, 


Type H Switeh Condulet 
To He used with conduit for snap 
switches. 

Switeh End Condulets for rotary or 
turn awitehes for Yeinch conduit, 


LAGSSL 


eh. 
Con 


Type B Condulets 


inch conduit. Price, each... Price B9C No. SHAGMS With twomwire hole por. 
eae : celain plate. For 'y-ineh conduit 

Rigid Conduit Price, each, : 30¢ 

- No. MAGHOO h twoew hole por- 
| Threaded atboth ends with — celain pl For 4-ineh condult. 

couplingatoneend, = Price, evehy. ne .., 38c 


hole por- 
inch conduit. 


he 
Na SLAGOGS With three hole por- 
celain plate, For \-ineh condult. 
Price, each... 


Yeloch. 


lengths 
a8 0.04 


MAO Rigid Conduit. 


Ho. eeaceTD 
only.) foot len, gths only.) 


Frise, Der foot 


A-inch, 


© 


Outlet Bow for Junction 


Covers, Conduit, Condulets 


Square Ilat Closed Round Flat Closed Cover 


Square Drop 


Cover BA 4 inches in diam- Cord Cover 
AA 4 inches square, et for closing ceiling out- 4 inches in diameter 
to be used with No Jet box. To be used with with %-inch insulating 
MAGSSO box. Black No. MAOH04 Round Outlet bushing, to b used 
enamel finish. Box, Black enamel finish. with No. 34A6589 box. 
No. 3446586 _ No. 3446606 Race 
Price, each.... T© Price, each Ge SEA GO 


ich . 9e 


Cut-Out and Switch Bow 


Made of sheet steel, 
panned in black finish. Knockouts in 

» for Minch conduit or BX ar- 
1 cable, Approved and re- 
ard of fire underwriters 


heavily ja. 


Switch or I 
A. 1% 


Ure 
4 inches square, 1% 


8.70 


Sars + 80.00 
Flexible Conduits 


Price, per 1,000 fect 
Greenfield or 


8 


afield or Flexible Conduit ‘s-ineh, 
Price, per foot... .. be 
nficld or Flexible Conduit. 4 4inch. BX Bushing for Made of stamped 


No. 3 AOSTA Price, per fo 


beveenee BC nized finish. Fitted 


attaching Mexible sion legs having ser 


Price... 


reular Loom 


Tonduit for House Wiring. 
Minch. 


Gas Pipe Ground Clamps 


Stu E6656) 


i i 


Single Wall Case 


AA Union Spacer 
or Switch Bow 


To be used with AA box 
AA Union. To be used for two or more switches 
with all switehes and base- To use, remove side of si 
board receptacles with gle box and insert 
knockouts for flexible loom spaces you 
This box is 3 inches deep switches in 


and fits any switch, 
enamel finish 


Black moved fror 


Pposite 


No, 3446590 
Price, each 4c 
BB Union. Same box as Price, each Ide 
above, but with knockouts Same s above but to b 
for 4s-inch rigid conduit used with BB box for 44 


instead of loom 
No. 34 HTS 


Price, each 


inch conduit 


No. 34.6659 


Inches deep witht ve bioee, nelose all cut-outs and switches. Round Raised Open 
outs in bottom and two on cach S4A6565 size, sxi23 ~ Cover 
side for te-inch condult two inches, Price, each.....e+..+4.49€ Round Raised Closed Cover BC 4 inches in diameter 
cnamelfinisee No. 34.46566 size, 10x19x3 BB 4 inches in diameter with %- feith Inch crown, for reduc 
, » ‘nised ero closing o1 c J ¢ 20, 0 ene a 
No. 8446589 nches, Price, cach........1.01»10 jyot tnlsed! \crowt por closing outlet be used’ in conncetion with 
Price, each lhe 8446004 Round Outlet Box. Black en: 0: {4440004 Iron Outlet Box 
emelnntan ack enamel finis 
» Tie yy = 4.4 6605 
No. 34A6605 Price, each....7¢ ,, 34.4 6603 i 
CB 34-inch. Same No. 34Agg05 Price, each fe 
e, but $\-inch, To be used with 
eats : No. 34.0593 box, 
BX Flevible Armored Cables tAGSO4 : 
No. 34. Two-Wire. No. 14 wire BO94" Price, each... .5¢ : 
Price, per f00l......66000c06 4 0.07 
Price, per 100 feet .. 6.50 
Pri per 1,000 feet... es 60,00 
No. MAGSIO Three-Wire. No. 11 wire 
v D, . 20.10 


Porcelain Receptacle Box 
Cover 
Porcelain Weatherproof Receptacle 
with6 inches of No, 14 stranded rubber 


steel, galva- 
With two exten: 
ew centers 13 


armorcd/cable to faches aparteand: wade nent, covered wire'and Inch round blacil 

iron box. fringe so as to close opening around = ChaMeled metal cover. To be used 
ae sey the gas pipe. To be used incon. 10 conjunction with 4inch round irom 

No. 34A6716 junction with BX armored cubic outlet box. ee 

Price, cach,...5C No. No. 3446560 


Price, each....... 


pried ’ - 

f reser onreateseiece Locknuts for Conduits Conduit Bushings — 

Price, per 1,000 fect Ranga anal ‘4-inch pipe. For 44 and % inch pipe. 
d zl) No. MAB6717 44-inch 
dozen... Price, per dozen 
20 %-inch. 


Se 


Porcelain Insulating Bushings 
Used With S| fervice and Outlet 
Boxes for Insulating 
Neo. MAGSOS neh knockout 


Angle Box Connectors 
Made of stamped steel in galvanized 
finish for use in conjunction with BX 
armored cable where short bends are 


made to enter box. This connector is 
bent at an angle of 90 degrees. 


No. 3446657 


No. MAGSED 


Price... Price .. 
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SEARS, 


Price, per dozen 


Price. 
Per 100 feet. 


ROEBU CK AND CO., CHICAGO, IL 


Wood 
Molding 
and 
Capping 


No. 3446601 
per foot 


No. 4A6602 
Price, per foot 
Per 100 feet .. 


Two-wire 
- 80.01% 
1.40 


Three-W ire 


Electrolier or Sepa- 
rable Insulating Joint 
Calaloe size Rich 
34A6710 %x% in. 25c 
S4A6711 %x%4 in. 25c 
34A6712 %x% in. 25¢ 


Fixture Studs 


3 inch, for supporting 
ures where iron boxes are 


de 


ee SLAGTIS 3 aa 5 = | 


acket Tinley Joint for Combi- 


nation Fixtures 


~ Price ; 
e ” 100-Watt, 
Size Fach y 


%xtein. 18c 


%6x%ain. 18 25-Watt. 


Tron Crowfoot 


34A6813 40-Watt. 
apped from %4-in. 


1 to ¥4-inch iron 
ze of pipe on 


ch 
each, in standard pack- 
age (100 lamps) 


60-Watt 


Wire 


Tungsten metal is very easily broken. 
by freight or express. 


xii in. 18 Frosted Bottom Tungsten Lamps 
No, 34A6815 


Price, each 


age (50 lamps) 


age (24 lamps) 


Tungsten Lamps 


Electric and 


_Made of extra heavy solid brass. 
vier and stronger than the ho! 
They are very rigid and neat i 


40-Watt 


finish desired, 


Filament Lamps * 3 

2\4-inch Electric Shade Holder. 

Standard Edison Base etneh Electric Shade: Holtes 

Tungsten lamps use less than one-third the amount of current consumed by a carbon lamp 

of equal candle power and give a more penetrating, whiter light; 

We can furnish tungsten lamps from 108 to 115 volts. 

ipecial Notice 

For this reason it is advisable to make 
cannot guarantee safe delivery by parcel post. 


Clear Glass Tungsten Lanes 


efficient and economical. 
Specify voltage desired. 


all shipments 
We 


No. 3446810 


ac h in standard pack- 


> > whi 
ubber shin 
age (50 lamps) Rub Bushing 


ch, in standard pack-_ Price, each, in standard pacl kK 
age (100 lamps) = 
EEN No. 34A6812 


‘ach, in standard pack 


Price, each, in standard pai 


ac in standard pack-_ 
: age (100 lamps) 


at 
to be serewed), 
le size desired. 


Yo. 34A.6702 
ice, each .. 3C 


Books on Wiring and Illumination 


Modern Illumination House Wiring 

ping and illus- 
g up to date 
methods of installing 
electric light wiring. 
Intended for the elec- 
trician, helper and ap- 
prentice. Contains just 
the information needed 
for successful wiring of a 
building. Fully illus- 
trated with diagrams and plans. 103 
electricalscienceand  P#ges. Bound in stiff linen covers. 
electrical construc- Shipping weight, 8 ounces. 

tion. Know what the _No. Shu AMATI 
best lighting systems 


ich the crowf 


Leather Heads or Washers 
For use with nails and screws when 
putting up porcelain cleats, rosettes 
knobs, ete. 
ra A 


Theory and Practice 


A handbook of 
practical informa- 
tion for users of el 
tric light, architects, 
contractors and elec- 
tricians, by Henry C. 
Horstmann and 
Victor H. Toustley. 
The last word in 


. how they should be installed, and Wiring a House 

at kinds of lights are most effective. By Herbert Pratt. Tells just how to 

this book the nature and properties plan: where to begin: what wire to 

light a briefly yet clearly ex- use ; how to run it according to insur. 

ined. Photometry and illuminat- ance rules, etc. Paper c rs, 21 
é lons are explained in a pages. Size, 5%4x8 inches, Shipping 

ctical manner. Different types of weight, 4 ounc 


Ips are. described with reference to No, 34A4412_ Price 19¢ 
struction, use, advantages and ob- SSE 


tions. Reflectors, fixtur location "No. 4A4400 Electric Lighting. 
lamps and indirect lighting are Price, each -. walnele 15e 
elligently treated. One chapter of No. 34Au401_ EB leetric Wiring and 
urate directions for drawing up Lighting. Price, e: +... 900 
ns and specifications. Just pub- No, 84A4402 ealiats ians’ W 

ied. Pocket size, 273 pages, with Manual. Price, each .... 

ctical tables, illustrations and dia- No. 3444403 Wiring House for Ele 


3c 


ms. Bound in morocco leather, tric Light. Price, each 


mped with gold. Size, 434 x6% No, 84A4404 Private House Electric 
hes. Weight, 1% pounds. Wiring. Brice, enc i seeeee secon 

Z a A No. 34A4405 Guide to Electric 
lo. 34A4784 Price... ....$1.48 Lighting. Price, each ........ .. .68¢ 


frosted round 
filament lamp, 2% in. 
in diameter. 


Turndown Lamp. 


No, 3446800 


Price, each, in standard package (200 
1 


lamps) 


No. 34A6803 


Regulated by pulling the cords to burn either 16 or 1-candle power. 
Jamp for burning through the night where a small light is required. 


Price. ch 


Round Lamp 


16-candle power, 110 
jison base, 
carbon 


yolts. 


No, 34A6808. 
Price, each 


Sti’ Joint 


Carbon 


Lamps 


following. sizes 


metal sockets 


Female Hose Cock 


16-Candle Power, 


8-Candle Power. 


Clear Glass Carbon Filament Lamps 


110 Volts—Standard Edison Base Furnished in the following sizes 


No. 34A6802 No, 34A6985 


No, 34A 6986 
No. 34A 6087 
No. 384A 6988 


ingle Pillar € 


Scandle power. 16-candle power. 
13, 


Price, each, in standard pac ckoss (200 
12c 


32-candle power. 


h, in standard package (100 lamps) 


Turndown clear glass carbon electric lamp, 110 volts. 


Flame Lamp 


candelabra base, twisted im- 
flame frosted 


Furnished in the following sizes 


No. 3446980 
No. 34A6989 


Shade Holders 
These bh 


brass finish. 


3\4-inch Electric Shade Holder. 


4inch Gas Shade Holder. 


Se 


“Globall” 

It glows in 
the dark and 
enables one 
to locate the 
fixture im- 
mediately. 
A very handy 
on pull chain 


S4A6630 


M15 


e, per dozen .. 1.65 


L Burner Cocks 


Furnished in the following sizes Price, 


Furnished in the following sizes: Price, 


each 
\$x%s inch 13¢ 
%&x% inch 15¢ 
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Complete Incandescent Gas Lights—Inverted and Upright 


—— 4 
Our Leader Inverted Gas Light 


Bright brass burner, Fitted with air 
shutter and adjustable gas regulator, 
metal mantle holder, 34-inch brass shade 
holder and inverted mantle, One-half 
frosted open bottom blown glass globe 


No. 84A2425 


Price sCOMPletes sas tsar ye 28e 


en 


Sears Special Inverted Gas Light 

Extra heavy bright bi 
burner. Fitted with 
holder, air shutter side 
lator and magnesia metal bound man- 
tle holder, inverted mantle and open 


bottom, one-half frosted blown glass 
globe. 


ss inverted 
neh s| 
ew gas re; 


Crown Inverted Gas Light 
Bright brass adjustable inverted burner. 
Fitted with air shutter, adjustable gas 
rulator, metal mantle holder, 34-inch 


Natural Gas Light 
Polished brass gas burner with 
faney 


Miniature Gas Light 
Brass 


Inverted Gas Light 


Burner. Fitted 


: No. 34A2430 
taper tube. Burner fitted regulate mica shade holder surmounted by fancy brass Price. c abe 35 
Bright brass burner. Fitted with with gas regulator, cap mantle chimney and crown, onehalf frosted blown airhole / Ce, complete......-..... eo 
was and air regulator and mag and 6-ineh opal glass globe, mantle, glass globe and inverted mantle. 
nesin mantle holder, mantle and J 84 A940 J a4A0 ~ T ¢ O49" 
fancy leaf design frosted glass, No. 34A2420 0 No. S4A2415 : No. 34A2435 
shade. Price, complete...... .09¢ Price, complete...18¢ Price, complete............... 
No, 84A2443 
Price, complete......... 68e 


CETL ELEET TA) i) 


| 


aU nn 


Fancy Inverted Gas Light, 
Bright brass burner, Fitted with air shutter and 


High Candle Power Home Gas 
Are Light 

Double the candle power and consumes 
no more gas than any ordinary inverted 
light; genuine brush brass burner, fitted 
With gas and air regulator, magnesia 
mantle support, by-pass, gooseneck and 
mantle, ound squat pattern open 
bottom opal glass shade. 


No. 84A2444 
Price, complete.............81.15 


adjustable gas regulator, magnesia mantle holder, 
SM-ineh brass shade holder, inverted mantle, inner 


chimney and holder, Mushroom shape frosted 
shade with sinch bead fringe, 


No. S#A2431 
crystal fringe. 
Price, complet 

No. S4A2482 
green fringe, 


Fitted with erystal shade and 


Fitted with green shade and 
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Upright Gas Light 
Brass burner in polished brass finish. 
Fitted with taper tube Bunsen and patent 
Complete with 
for 
Packed 


adjustable ¢ 


cap mantle and opal airhole globe 
either artificial or natural gas. 
one in a carton, 


No. 8442410 
Price, complete 
No. 342 
Price, burner only 


s regulator, 


Fancy Inverted Gas Light 
Bright brass burner. Fitted with 
air shutter and adjustable gas regu- 


lator, 3%4-inch brass shade holder 
and inverted mantle. Fancy frosted 
glass shade in bunch of grapes design. 


No. 3442426 


Miniature Gas Are Light 
A powerful inverted gas light suitable for all 

re fi desired. Ideal for 

J Cannot be beaten for 
lasting qualities Made of steel, finished in 
white enamel with gold stripes. Fitted with a 
metal bound magnesia mantle support, containing 
a fine wire sieve, needle valve gas regulator and 
air regulator. Round squat pattern opal gla 
shade and brass chain by-pass and goosene 


Price, complete............ 59e gomplete with inverted mantle. Retail pric: 
No. 34A2422 No. $4A2440 é 
ce, burner only.......... DAC MEM ENCOMPIELG. sec selsinie sissies 51s bo) 


SEARS, ROEB 


UCK AND CO., CHICAGO, ILL 


Incandescent Gas and Gasoline Manitles 


Selling our Mantles by the half dozen enables us to quote a lower price than if we sold singly. It also assures you of having an 
:tra mantle in the house if the one in use should break suddenly. 


Upright Gas Mantles Inverted Mantles 


Our Leader Inverted Inverted Mantle. On 
Mantle. On magnesia magnesia ring. Double 
ring. Single wea weave 

No. 34A2461 No, 3442466 

Price, per half Price, per halfs5, 

28e dozen 72¢ 


Our Leader Cap Cap Mantle. Special Cap Mantle, Strong Cap Mantle. Special 
antle. Single weay Single weave single weave. diamond weave. 
No. 3442460 No, 34A2465 No. 34A2462 No. 34A2475 
Price, per half 54. abtice, per half qutices per hall go 4,btlees per half gg, ey 
Inverted Mantle. On Inverted Mantle. On 
magnesis g. Strong magnesiaring. Diamond 
single we weave. 
No. 3442463 No. 34A2476 
Price, per half gg, Price, per halfog, 
dozen... sevseivee BIC OZEN.scressesssnvssrervr IBC 


Black Diamond Mantles 
XX 


Sears Special Quality. Brilliant, 
Shrinkless. Made from genuine 
Ramie yarn, insuring durability. On 
account of carbon being used in con- 
1 with the thorium impregnation, 
ndle power of these mantles is 
greatly increased. They are one of the 
most powerful light giving gas mantles 
(standard size) on the market today 


: Inverted Mantle 
ft Inverted Soft Inverted Gas- Mounted on standard 
gas mantle. Fits oline Mantle. Reg- magnesia ring. Special 
any standard bur- ular size. Single heavy we 
ner. Shapesitsclt weave for gasoline No. s4/ 
after lighting. systems. Per half d 
0. 3442480 No. 34A2495 : 
Bricestnor dil Price, perhalfa~, 
half dozen,,... 48¢ MM, dozen... sic 
Mitta — Junior size, Single 
HI weave for use on 
TY gasoline portable 
MTT lamps. 
ahaa 22 np f 
mntnint No, 3442496 
# ttt HU Price, PET aq 
HHMI dozen 29¢ 
ett yattt 
ie 
it 
hs 
Are Pressure is 
Gasoline Cap wy 
antle. (Not Ww) Gasoline System verted Mantle. Moun 
, Mlustrated.) Ad NW Loop Mantle With Penrose tan tedinatalicingh 
Are Pressure Gasoline justable cap fits wt 4%) -Inch Magnesia which allows a clear space 
popiMantie: \For over, any overhead gas mw Support. For sys- between the burner tip Black Diamond Cap Mantle 
sad Fasoline Pr espura, Sling Dress ure tummy tem lights or press- and mantle, so that the by- - Mounted on metal cap and mag 
mps. Rolled skirt. Sus- lamp. Length, 5 Huwwure gasoline lamps. — Hroqucts of combustion —_nesia coated wire. Special 
qaded on Heeu restating dichens 3 yy Length 4 inches. escape freely. Special heavy weave 
re, Length 5 inches. No. 34A 2486 mit No, 34A2490 heavy weave. No. 3442450 
0. 34A2485 Per half g wu Price, per half ao, No. 34A245421 15 98¢ 
rice, per half dozen. 98C dozen $1.08 dozen 89¢ “Price, perhalfdoz.91-15 Price, per half dozen... 98¢ 


‘EARS, ROEBUCK AND CO., CHICAGO, ILL. 


Acetylene Gas Burners 


Our various styles of acetylene burners embody the latest improvements in acetylene lighting. They 
consist of a nickel plated heavy brass pillar fitted with an imported one-piece (no composition) German stone 
lava tip. We list these tips in three sizes, which consume respectively, 4%, % and I foot of acetylene gas an 
hour. %4-foot tip gives 24-candle power light, \-foot tip gives 36-candle power light and 1-foot tip gives 
48-candle power light. 

Imperial 

This is the best inexpensive bur- 
ner made. We are selling it at the 
price of the cheap composition tip 
burners which cost less than one- 
manufacture. 
MAG9I00 44-Foot Burner. 
» each ve 
half doze: 50c 
MAOIIIO Foot Burner. 

each 
half dozen 
Yo. MAG0320 L-Poot Burne 
. cach 


Vesta Turndown Burner 
Practical—Safe—Economical. 


The little pilot light in 
the center is not a blue 
(Bunsen) fame, but burns 
with a bright white lame, 
and consumes only 116 
foot of gas an hour, This 
burner gi as much light 
t burner made, 
it is not handi 
capped by an air mixing 
second chamber which, of 

. reduces the 
of all other 
turndown burners; inch 
chains, 


No, 34469500 4-Foot 
Burner. Price, each...80.47 
Per half dozen 2.69 
No. 4A69510 %-Foot 
Burner. Price, cach. 80.47 
i en 2.69 
1-Foot Bur 


Pric 
Per half dozen 


Vietory Knurled Pillar 

The most popular American 
made acetylene burner, and the 
best. There is no better acely 
lene burner made. Cut from 


one solid piece of imp 
man stone lava, E 


25 cents. 


. 4.60350 1s -Foot Bur 0.47 
ner. Each 12¢ 2.69 
Per half dozen H9e 
i 0 M-Foo Y, 
mn ACS Res roolt pi Burner Cleaner 
Per half dozen. 69¢ A handy little device for cleaning an acetylene 


burner when dust has 
No. 34A69700 Price, 


‘Litled in the gas channels. 


Yo. MAGII70 1-Foot Bur h 7, 
¢ Te 


Each 12c 
Per half dozen Oe 


Inverted Shade Holder 
for Acetylene Gas 
piads of spun brass for 
shades with Linch opening. 
Curved bent th cas! 

end to ft ove 
gas fixture. 
No. 344A 6761 


38c 


Outdoor Acetylene 
Wind Guard 
Lantern 

Ornamental brass cap 
in dead black finish with 
perforated tin wind 
screen, forming a top for 
a round glass globe, 
Fitted with brass shade 
ring and clear glass ball 
for acetylene burner. 

No. 3447050 

Price, complete with 

Sinch globe 81.05 
No, 4A7051 
complete with 

Tinch globe 82.25 


Friction Gas Lighter 

This is particularly adapt- 
able to all lighting by gas, 
cither artificial or acetylene, 
id is easily attached to any 
n flame burner. By turn- 


fas Candles 
Round White Opal 
ss Candle. Height, 


Aluminum iu 
Gas Tip for £99 
artificial gas 
Gives steady 


By-pass with 
ruse with in 


evenifla lights to regulate the light ing on the gas at the key and te 

No. 3446903 high or low as required, turning the rod of the lighter, Per dozen _ 45 

Bricemcne Made of brass. 14-inch a spark is caused which — Round White Opal 

eee: chain. Ignites the gas: Glass Bobache. Diam- 

: No, 34A692 No. 34.6908 _ eter, 3 inches 

Per doz..17¢ Priearaae es 7 300 Pac oe oS 98e No. 3446922 

Price, cach......--5e 

Standard Gas Pil- Per dozen SS 


uare White Opal 


lar and Tip Glass Candle. Height, 
Standard Gas Pillar 4 inches, 


Made of solid brass with P No. See 
lava Up. This is the pil G rice, each.......5 
lar and tip used on all tas Hose Per dozen... 3Se 
our upright gas fixtures Covered Gas Hose, 6 feet long. Made of rub- Square White Opal 
unless otherwise ber tubing, covered with green mohair, having Glass Bobache. Diam- 
specified. brass connections at ends. eter, Rees 

No. 34A6904 Che ~ ‘0. S$AG918 

Price, each te No. 34A6914 Price, each 


5c 
ach 19¢ Per dozen........58e 
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Per dozen. 10¢ Pri 


ncy Electric Glassware 


ibe 


at — <A 
3 F seine aD Pressed Crystal Shade " Frosted Blown Shade Frosted Blown Shade Frosted Glass Pan- Satin Finish Frosted Frosted Glass Fluted Frosted Glass Squar 

Shane Blown abade, Crystal GlossShadein in hob atar “pattorn In ; , with delsy band in hand wreath pattern cled Shade. Made Glass Ribbed Shade. Shade with clear stripes. Mission Shape Shade 
Melt. Ata Inches, «Git star design, — imitation of genuine cut K clear glass, Height, rglass. Holght,4% with ix, panels. eight, die inches, ‘Ileight. 4% ssiidiam Heke ae eee 
Telght, 4% Inches; 4% inches; 28; 4% inches; diameter, ra; diameter, “4% Height, 4% Inches; gehy 478. inches; ier, 4i4 inches. By. Helgbt, 46 
diameter, 4% Inches. 4% Inches. diameter Y . 44 inches. 444 inches, inches. dinmeter, 4% inches. a! + Ate *  inch’holder. L yd inches 

No. 34A9015 SHA9001 No. Yo. S4A 9005 No. 34A9053 No, 34A9045 No. 3449027 No. 34A9274 No. 34A9081 No. 3449023 
Price, ench......9€ Price, ench, Be Price, each... Price, each....17e Price, each........ Ise each....16€ Price, each....30C Price, each....... [HcumPreeweach Ide 


al | 
=3 
‘2 
= | 
= 
2 \ 
2 ) \\ 
GLAS 
Satin Finish Fancy Frosted Shade Frosted Glass Tibbed Satin Finish Bell Shape Frosted Shade withclear Frosted Round Sha sted Shade with Satin Finish osted Bell Shape Satin Finish Fancy 
Shape Shade, Height, With clear erystal Shade, Emboxsed around Shade. Crystal etched — erystal beaded ribs and with. crystal deep clear ribs in cut Shape Ribbed Shade. Shade with clea Bell Shapaushwa a 
Shape 6 -} hit, stripes, Height, 4% bottom in reed ond cibbon in conventional design. center band, Teight, 444 ight glass sty Height, 44% Height, 4% inches; ell Shape ade; 
4% inches; diameter, diameter, design, Teight, 5 inches; Height, 5% inches inche diameter, 4 in- . 44 inches, For 2\4- inches; diameter, 4% diameter, 4% inches. Height, 4% inches, 
4% inches, hes. dligmetr, a Inches, Kor diameter, 44 Inches. ches. For 24-inch holder, ht holder, Inche . For 2\-inch 4-inch holder. filamcter’ ae imeton 
1 holder, er Pa ae : holder. Spe paper hel) : 
No. 84A9964 No. 84A9084 0. BEADLAL No. 8tA9286 No. S#A9174 , No. 8449083 , No. 3449179 No. 3449275 No, 3449269 
Price, each....25¢ Price, « 9c ene Price, each,..... 65¢ Price, ench........ 12¢ Price, each........16¢ price, each......16¢ Price, each. ...30¢ Pricewenchy 20 
i 
i| 
i 
SL 
we 
Frosted Sheffield Shade, Large Size SheMetd Frosted Emboss Satin Finish Bell 


Embossed in ribbed Shade. 


Satin Fin- 


“ ° ite s White Satin Finish ed Large White Satin Finish Frosted Ribbed Fancy Frosted Shade 
SheMcld design. Height, Longth, 54% Prod and rblbe dete Shade. Em: ish Faney Ribbed — Frosted Shade, fancy pat- Sheffield | Fancy, Shade. Em- Glass Shade with clear erysta 
inches; diameter, 412  Inehes; diameter, — cloarribbede boased in oak leat Shade, Height,5% tern with beaded Stripes. 


inches, For 24-inch hold Tlelght, 844.1 Rislattbax 
inches, For 2\4-inch holder, hes. For 2\4- eight, § inches; diem 
The most popular pattern 4% inches. For 24 4 \ q 


ati) bossed in classic Ss] % inc stripes. Height, 4 
Height, 544 Height, 6  futed design, Teight, Height, 4% inche 


inches: diameter, Height, 5% inches; diam: 


: ote! . 4 : diameter, 5Y 3 a diameter, inches; diameter, 4% 
» inch holder, eter, 444 Inches, For 2y- — jnetiess diameter, 4% 4M inches. For ter d4% inches. For24- 5 inches, For 24. a3, inch anor a inches. For inches. © For 2%-incl 
in glassware, ineh holder, Inches, Hebets . inch holder. Al i res holder. 
y No. S#A9082 “ No. $44.92 2\-inch holder. i inch holder. inch holder. inch’ holder: uy : 
_ No. 34A9031 0. ORABUGS No. 34A9156 0. 3149253 A9295 No. 34A9293 No. 3449035 No. 34.499 No. 34 No, 34A.9086 
Reloeneash ans Price, ench........ Se Price, each.,..50¢ Price, each....80€ Price, each........45€ Price, each... y Price _18¢ 


#7 e 


ad 


White Satin Finish Bell Toney Frosted Sh 
Ribbed Shade in handsome Shape Shade. Upper part with clear ery nae 


ehh ee chreated Balt Shado, with rinwoated Shade with clear Light Ribbed Opal Fancy Frosted Glass, Fancy . Frosted Fa ne led 2 
ml beaded by bbed cry i ie sta y . » 9 

Gealeo. Hel A 5 inches; embossed in ts Cee in shield deste Height, ond eenter band, Open Height. Ww merase Tut, Sane GPS aE eee inches; diameter, Height, 
Baines har inches, For design. Height, 5 inches: 4% inches; diameter, 4 bottom, Height, 44 inches: eter, 4% inches. For 2\- 4% inches. For 2%-inch 4% inches. For 2%-inch inches. For 2%-inch diameter, 

3 ier, Slometer, 4 } inches. For inches, For #¥-inch dlamoter, Siinehes, “For ineh holder. holder. holde holder. 4% inches 

sf oe a inch holder. + o 7 A 

See ie No, 3449259, No, 81A9291 No. 34A9175 No. 3449170 No. 34A9183 34A9082 No. 34A9181 No. 
Price, each........35¢ Price, cach........35C Price, cach........30C Price, each... 13¢ Price, each........ We Price, each........18¢ Price, each........ 25e 36c Price. ac 
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SEARS, ROEBUCK AND CO., CHICAGO, IL 


Plain and Fancy Electric Glassware 


ti 


Mm 


Frosted Square Sheffield 


- — ‘ ed Iho Pointe = 
White Satin Finish Fancy Shape Frosted Open Bottom Ball ry ney Cafu d youd anand Shade. Ei nbossed in pribbed 
shade. Delicately hand painted in withifloralidesigoiinieicau ele painted onitheInsidelanatural  usiteld! design.” (Belghts 4% 
5 ren leaf design around the center. Height, 5% 5 z role s es ot. ‘oldan F 
Peace eat borden, “Height, inches; diameter, 5 inches, picxostediE aucled aa acne Frosted Fancy Shade in FrostedlG inset Glenn Crystal ee CLCOUUA Ornnmen allt rasa nie ate EL Bore Men ROI ar ae 
5\%4 inches; diameter, 432 inches, For 2%4-inch holder. saa ey arent Riches diam. Prism effect. Height, 544  RibbedShade. Height,4inches; Shade. Brush (satin) brass fin- —jneh holder. No, 3449033 
For 24-inch holder. No. 3449238 Be G fens SSE aicinch inches; diameter, diameter; pinches. r2\-inch ish, Frosted glass lining. Height, No. 34.9260 Price, each 
3449298 shea sent We Ve = inches. For 24-inch holder. ler. 54 inches; diameter, 6 inches, : meet ie -- 
scan Ao? 75e Price, each. SEE older Cae A Goaa No. 34A9245 No. 3449087 For 24-inch holder, Price, each 
: Z ‘ 30¢ “a 2le Price, each 25¢ No, 34A9509 
Price 30¢e Price, each 2 , ci : $1.00 
Price, each ol. 


Frosted Ribbed Shede, Frosted Fancy Panel 
=e ; inside beautifully hand Shade with clear crystal 
White Satin Finish Hand nted 7 = painted in natural colors. stripes. Height,5% inches; 
White Satin Finish Paneled 4 “4 
Shade, embossed in pond lily and shade, with scalloped edge and _ Satin Finish Fancy Shape Ecru Frosted Fancy Height, 4% Inches; diameter, diameter, 4% inches. For 
ene desl Faunpalesap ung, color ot 1 eee rich brown lored Shade, closely resem- Frosted Square Shade with Design Ball. — Frosted Ribbed Shade wth 45% inches, For 24-Ioch holder. 24-inch holder. 
n letven, Height ste inches, color. Height, 5% inches; di- bling silk in shirred e Grecian border. Height, 6 inches; diameter, Ginches. —_ leaf design border. Height, 54 No. 34A9262 |. No. SEASIEO 
Fi ateroateainchoeen inches’ ameter, 44 inches. For 24- Height, 5% inches; diameter, inches; diameter, 4% inches. For 34-inch holder. inches; dis 4% in ie Bree nndeh b5e Priceveaclis 18¢ 
: 7 . inch holder. 444 inches, For2%-inch holder. — For 24-inch holder. A095 or 2% 
holder. "No, 3 \9308 “ Fe ¢ 2 No. 3449223 ,, 
rice pase k 60e No. 3449297 . No. ¢ an No. 34: A9256 Ay: Price, each 0c 
LD Goes Price, exch 50C price, each : 65€ Price, each. 35¢ ? Price,ieach 
a = TI 


Fancy Frosted Grape 


Stilactite Glass Shade. ' Large Size Reed and Rib- Ribbed Stick Prism Shade 
Height, 644 inches; diam- on Shade, Height, 6%  L 


Froste: a) Octegonal Ball Hard Painted Glass Shade, richly 
bottom embossed in grape design. The 
ian border. grapes ore a natural red and leaves 


Inch Colonial 


Crystal Prisms Closed Bottom Frosted 
nth, 5 inches; diam- for use on chande- anced Reed and Ribbon 


atin Finish Faney 
Shade with sealloy 


‘or3\-inch inches; 


eter, 45 ete! es. Fo z mbossedin 16 inches; diam- ere green with a delicate brown Iat- 
cen Bead and Crystal Rib- holder, See reucnnoldes  crgui#inches. Kor3%-inch  jers, showers and Height, & inches; Gndribbed design. Height, bes Fors\-inch  licework background. Height. 6 in.: 
bed Stick Prism Shzde with erys- S34.A906 r either gas or electricity. rngke yee Glameter,5% Inches. For Git Inches: diameter, 43 Gisele in. For 2%-inch holder. 
tal tassels. Length, 7 inches; p... oe 091, ms No. 34A9155 Yo. 384A 9312 No. 34A9310 31-inch holder Hebe aars rarities No. 3449255 No. 3449275 
"| a rice, eacl , 390 A9312 f 5 No. 34A9255 ... 
diameters. #inches: Fors-Inch ice, eac Price, each........39¢ Pricevench ( Pricerescheeue No. 34A9159 180 No. 34A92 289 Priceiasak G5e Breereaeh ee SS1 
or clectricity. ss Price, each ‘OC Price, cach 
No. 3#A9311. 
Price, each SL.15 
¢ > 


J _ Frosted Fancy Bell Shape White Satin Finish Paneled 


zm a v1 e S: > ‘ * 
ss Frosted Fancy Bell Shape Shade, hand painted on the Shade, Hand painted on the Frosted Ribbed PancledTorch ae Teentone Frosted Fancy Shade in Frosted (C. R. 1) Paneled 
sie Shade with hand painted border inside in pansy and green leaf _ outside in blue and pink forget- ee Shade, with ribbing out- Of blue and pink forget menots leat design with scalloped Shade, embossed in star design. 
gph toste 1 Fancy Square Glass in nic effect, Height, 5 design in natural colors. me-not and ribbon design, Und weit black, in Mission and ribbon design, Height, 44 Ce. Height, 5 inches; di- Height, 4% inches; diameter. 
hade. Height, 4 inches: disme- inches; diameter, 4inches. For Height, 4% inches; diameter, Height, 5 inches; dizmeter,4% —${¥le. Helght.4%4 inches: diam- inches: diameter. 47% inches. 2™eter. 6 inches. For 2M 5% inches. For$\-inch holder 
ter, 5 inches, For 2%-inch holder. 24-inch holder. 4% inches. For2%-inchholder. inches. For 2%4inch holder. eter, 4 inches. For @%-inch  Forgi-inch holder. inch holder. Fa, 4 a4 
No. 34A9 Mid No. 3449265 _ No. 3449296 | No. 34A9194 | holder. No, 34A9186 _ No. 34A9307  . No. 3449252 No. 3449515 
Price, each 40¢ Price, each. 75C Price. each 28¢ __ Price, cach 55e _ Price, eseh SC price. each 55€ Price, each 48¢ Price, each 30 
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af 


Embossed Cylinder Shade, The 
embossing is finished with matte with dec 
black to represent a metal frame, in cut gh 
Very effective for porch or den 5% inch: 
lighting, Height 6% inches; diam inches. 
eter, 44 Inches, For 84-inch holder, 

Nc 


No, 34A9213 
Price, each 


Frostec 


$1.25 


Frosted Glass Balls, Best 
quality of thin Jead blown 
glass. Evenly frosted on the in 


holder, 


side. For use on fixtures, ceil- 

ing iling bands, ete. 

C Ider, Size, Price, 
on Wi 


SHAS 6G loc 
S4A9226 7 19¢ 

8 25e 
3 A 8 80e 
34A99299 4 10 = 48e 
34A9230 5 8 3é5c 


Deep Ribbed Tungsten Reflectors 


Onaque Ribbed Reflectors, Made of best 
quality radiating glass, For 24-inch holder. 


No. 3449403 


For 40-watt lamp. Height, 4% 
diameter at bottom, 5% inches. 
BRIGSVERNI Macaca tas coagsyne sco 


Ne 34A9404 


For watt lamp. Height, 4% inches; 
Alameter at bottomey inches. p 


MOB CNGhscssccncelssarasessses BUC 


No. 3449405 


For 100-watt |, 7) hes; 
diameter at bottom, tnt BS ee 


Price, SAD ebice chica cvesie ns ss O8C 


inches; 


Price, each 
Diameter, 8 inches. 


Price, each 


Plain 


/ 


Qi 


1 Pointed Bell Shade 
p clear crystal ribs 
‘ase style, Height, 
ex; dinmeter, 6 
Vor 34-inch holder, 


Light Opal Lily 
Height, 6 Inches; f 


holder 


», SAADLOG 


Pric 


2 


ed Dome Shade Retlec 


re, eneh 


> 


OIne 
with of 
for 2\iel 
best qua 
with ow 
inches. 


or, 
Kor 84-ineh 


No, 84A9288 


inche 


No, StA9191 


inches; diameter, 6 


No. S4A9192 


Plain and Fancy Tungsten Reflectors 
Allof the Tungsten Reflectors Have 24-inch Fitters. 


Plain Tungsten Reflectors 


Frosted Thin Lead Blown Glass Shades, 
Best quality of gloss, Por 24-inch holder, 


No. 8449100 
Reflector for 2-watt lamp, Melght, 44 
in.; diameter at bottom, 6 in, 


Price, each lde 


AOM01 

Reflector for 40 or 00-watt lamp, Height, 
4% in. diometer at bottom, 7 in, 

x10) (G00 .decncssesitheys LOC 


No. S4A9402 


r 100-watt lamp. Height, 5 
rat bottom, § in. 


NON bien tga cs nO 


Sinn 


IA 


the bottom to § Inches in 
dinmeter, For 24-inch 


. BLADLOS 


ing lights, 
bbe No, S4A94 
Price, each 


Frosted Paneled Glass 
outlined with black in Mission style. 
; diameter, 6 inches. 


and Fancy Electric 


Shade 


‘Ares at Priam effect 


For 24-inch holder, 


25¢ 


Niscees 


Green 
ing | 
neh b 
ality g 
hite 
ik 


Dome Shade 
nter of dome 
Made 
1 


..45¢ 


Price, each 


Same shade as No. 84A9101, but larger, Height, 144 
Fors \)-ineh holder, 


44 inches. 


Price, each 


Shefield Tungsten 
Reflectors 
Frosted Embossed Shades in 
ribbed SheMicld design. Best 


Quality of glass; for 24-inch 


0. SEADL06 
Reflector for ‘att lamp. 
1, 3% Inches; diameter at 
O44 inche: 
Price, each. 
No, S4A9407 
Reflector for 40 or 60-watt 


Tomp. Height, 4% inches: 
diameter at bottom, 74 inches, 


Price, each..... woe OC 


Frosted Fancy Shade in 
Height 
inches; diameter, 4 inches. 


No. 34A9246 


Price, 


sore 


10-Inch Gri 


Diamete 
libraries 


No. S4A9454 


Je with ribsand edges 
Height, 
Por 24-inch holde 


Large Size Deep Etched 


Frosted Tall Shower Shade orna- 


Glassware 


nae 00 
Un 


Frosted Satin Finish Closed 


ou Lily Cylinder. Height, mented with reed and ribbon design Bottom Ball. Etched in seroll 
6 inches; diameter, 4% in clear glass forming 8 border design. Height, 6 inches; di- 
inches, For 24-inch around the bottom and four stripes ameter, 6 inches. For 34-inch 
holder. Wd har side. Height, 5% inches; holder, 
ae s diameter, 4% in. For 244-in, holder, > 
No. 34.9066 No. 3449202 No. 3449240 


Price, 


Price, each.. 


Cone 


all places wh 
Price 


, each 


4M 


inch 
Loe 


Shallow Ribbed 
Tungsten Reflector 


Opal Glass Tungsten 
Reflector in ribbed de- 


sign for 40 or 60-watt 
lamp. Height, 4 inches; 
diameter, inches. 


“ 
For 24-inch holder. 


No. S4A9408 
Price, each..,..... 40¢ 


hade for 2%4-inch holder, 

of the best quality green glass, lined with white, 
inches; height, 5% inches 

re large light is desir 


the outside 
inside, 


Made 
8-ineh. 
For kitehens, 

1 


38¢ 10-inch. 


Frosted Paneled Hexagonal Shade with faney 
crystal ribs. 
inches. 


No. S4A9189 


Same shade as above, but 


Height, 4% inches: 
For 24-inch holder. 


Price, each 


larger. 


; diameter, 649 inches, For 34-inch holder, 


No. 349190 


(Glass Shade. 


They Fit 24{-inch Socket Covers or Shade Rings. 


Square Tungsten 


Reflectors 
Frosted Square Shades. Best 
quality glass; for 2%4-inch 
holder. 


No, 34A9411 
Reflector for 25-watt lamp. 
Height, 434 inches: diameter 

across corners, 


Price, each) s..-0.... 
No, 34A9412 
Reflector for 40 or 60-watt 


lamp. Height, 5% inches; diam- 
eter across corners, & inches, 


Price, each - 40e 


,.39¢ 


No. 3449455 


Price, each.... 


No, 3449456 


Price, each...15¢ 


Price, cach...... 


Price, each 


setri¢ 
For 2%-ineh holder. 


glass. 


No. 344.9220 


Price, each 


diameter, 5 


Height, 44 


S6ce 


Fancy Tungsten Reflectors 


Frosted Fancy Shades with clear 
crystal stars and erystal ribs. Scal- 
loped bottom, Best quality of glass; 
for 24-inch holder. 


No. 34A9416 
Reflector for 25-watt lamp. Height, 
4 inches; diameter at bottom, 53% 
inches. 
Price, each 


No. 34A9417 
Reflector for 40 or 60-watt lamp, 
Height, 4% inches; diameter at bot- 
tom, 7 inches. 


Qe 


Xx 


Frosted Pointed Closed Bottom 


Ribbed Ball Shade, with ribbing and 
edges outlined with black in Mission 


style. Height, 6% inches; diam- 
eter, 5% inches. For 3%-inch 
holder. 


ed Open Bottom 5- 
Ball Shade. 
Best 
quality of thin lead blown 


12e 


Prismatic Tungsten 


. 3449205 


6Inch Frosted Glass Ball 
with clear crystal ribs which 
form square panels. Pointed 
closed bottom. For 3%4-inch 
holder. 


No. 3449235 


ITAL CALAN soo nconc .25¢ 
Same ball as No. 34A9235, 
but with ribs outlined with 


black in Mission style. 
No. 3449236 


Price, each ............48¢ 


Reflectors 


Made of best quality pressed clear 
lass with light radiating prisms. 


or 244-inch holder, 


Reflector for 40- 
4M 


No. 34A9413 


attlamp. Height, 


inches; diameter at bottom, 
6% inches. 99, 
Price, each .... Sod 


No. 34A9414 


Reflector for 60-watt lamp. Height, 


5 inches; diameter at bottom, 7) 
inches. 


Page One Hundred and Four 


Price Gach. anawsci 


SEARS, ROEBUCK AND 


Price, each 


CO., CHICAGO, ILL. 


| 


Fancy Pressed and Blown Glass Open Flame Gas Shades 


All of These Gas Shades Fit 4-Inch Gas Shade Ring. 


Frosted Blown Shade, Bell shape. 
Very neat appearing, with plain straight 
edge, Height, 4% inches; diameter, 744 


inches. No, 34A 9014 


Price, cach Sean lic 


sted Blown Shade with 
crimped (scalloped) edge. Dec- 
orated with wreath and torch 
pattern border in clear glass. 
Height, 44 inches; diameter, 74 


inches. 
No, 34A9044 
Price, each 19¢ 


Frosted Open Bottom Glass Ball 
with clear beaded ribs and center 
band. Height, 5 inches; diam- 
eter, 5 inches. 


No. 3449510 


Pressed Pebbled Crystal Shade in cut Pressed Pebbled Crystal Shade orna- Pressed Crystal Shade with hob star Frosted Blown Shade with crimped Frosted Square Mission Shape Shade. 
star design. Height, 4%4 inches; diam- mented with wreath design in cut style. and fan design in imitation of genuine (scalloped) edge. Decorated around the Very neat appearing with plain straight 
eter, 7% inches. Height, 444 inches; diameter, 714 inches. cut glass. Height, 4% inches; diameter, center with a'band of daisies in clear edge. Height, 414 inches: diameter, 6 

= ee Tannen oa Re glass. Height, 4% In.; diameter, 72 in. inc! No. 3449022 
No. 3449000 No. 34A9004 Yr No. 3449008 Very dainty. 174 34.4.9059 Price, each 5c 
Price, each... 10¢ Price, each Meanie 12¢ Price, each a 13¢ Price, (enehee oe eepae 18¢ 


Fancy Glassware for Inverted Gas Lights “ sail [4 


This Glassware can also be used on electric fixtures which are equipped with 34-inch shade rings or dummy inverted gas burners, 


2 > a 


F ysted background with 
LO ESOL Cal Frosted Mushroom Shape 
eled sides and fancy em- Inverted Frosted AirholeGas Glass Shade fitted with 4-inch 


Frosted Paneled Shade. “Ma le with eight 
panels. Height, 4% inches; diameter, 7% 


inches. 
No. 34.9026 
Price, each .....20¢ 


Frosted Square Shade, em- 


hossed latticework border. beaded fringe. We can furnish f 
Hand painted on the inside with Globe with deep crystal ribs in this shade in three colors with Fancy Frosted Glasa Grape P8204 (on) all fou aldeayiin 
chrysanthemums and their foli- cut glass design. These ribs fringe to match. Length to Stalactite with embossed fancy grape, leaf and vine design. 
: olor : 5 Py rs. top in leaf design and airholes 
age in natural colors, makinga ‘have a scintillating Drilliancy  Hiameter of shade, 644 inches, jn the bottom for use with in. Height, 6 inches; diameter, 4 
very beautiful shade when when light is inside the shade. No. 34A9500 Crystel. verted gas burner, Leight, 7 Sy nc} 
lighted. Height, 4% inches; Height, 5% inches; diameter,5 Price, each 48e inches; diameter, 41 Inches, inches, For 34-inch holder. 
diameter, nehes. fF No. 34A9501 Green. For 34-inch holder. Se 
a eae EN Price, each 58e No. 4.49580 No. 3449090 J 
No. apenas ; No, 34 A985 se NowssA 25025 Ruby > a ROE s-Inch Inve Airhole Square Paneled 
Price, each......... an Price, can 5C Price, each 69c Price, each Peas Price, each... Frosted ( - with black ribs in full 


No. 34A9587 


Glassware for Inverted and Upright Incandescent en Lights Flee eee ea 


crystalribs. No. 3449588 


All the Inverted Gas Shades Have 3%%-Inch Fitters. 28e 


Price, each 12c Price, cach 
Inverted Full Frost. Inverted One-Half Inverted | One-Half Inverted Airhole Inverted Open Bot. | Clear Glass \ir- 
ay Airho! ; Frosted Airhole Gas GasGlobe. Made hole Inner Cylin 
ed Open Bottom Gas pussies ache Ne G88 Globe. Finest thin lend aes - uate tom One-Half Frosted der. Thin lead 
Globe. Finest lead mold.Groundairholes. Blown glass. Full Ore ose opatgiags, Full Gas Globe. Finest Plown glass. Full . 
Frosted Fancy Open Bot- Q Opal Upright In- blown glass frosted all Height, 5%4  inche: airholes. Height, 5% fire finished. Fire thin lead blown glass. Length, 4! in. Q Opal Upright Incandes Frosted Fancy Panel 
tom Shade. Handsomely ¢andescent  Airhole nm, diameter, 4% inches,  in.; diameter, 4% in, melted airholes. A 7 ‘ ao cent Airhole Gas Globe Open Bottom Pointed 
4 Gas Globe. Made in Clear Glass Air- over. Height, 4% t e = Height, 4% inches; No, 34A9574 Fine thin blown opal glass ‘ 
embossed in leaf design jron mold. Height.612 bole Chimney. No. 34A9554 No. 34A¢ Height, 5% inches; Full fire finished. ¢ Ball with clear crystal 
with beaded stripe inches; ‘diameter, § Finest thin lead inches; diameter, 5 On . 4% inches, ‘iameter, 5 inches. Price, ench......8C jyeited airholes, Height, ribs. Height, 5 inches: 
Height, 5% inches; diam- inches, 2 blown glass. Full inches, Price, each 9¢ Price, each. : . beautiful, Metal Ring to 6% inches; diameter, 4% diameter. 5 inch 
eter, 514 inches. For 3%4- N Re fire finished. c white light. No. 3449550 support cylinder inches peak: Oa 
inch holder. 0. 3449565 Height, 7 inches. No. 3449551 Same as No. 34A0555, but frosted all over. NAISaNGRE? inn globe. No. 3449566 No. 3449513 
No. 34A9511 Price, each........10¢ No. 34A9571 Price, each be No. 3449556 Oe 2, pucenchet te No. S4A9576 price, ca = Price, each 15e 
Price, cach. L6C Three for. 28 Price, each.....9© ‘Three foriuun..13 Price, each . Ie Price, each. .......19€ Three for 10¢ _ Price, each..... 3C ‘Three for... c 
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Adjustable Lamps 


Dlectric Adjustable 


Desk Lamp 


Height from desk to top of 
brass shade, when in post 


tion 


illustrated, 18 inches 


Weighted base, 6 inches in 


of genuine brass in brush 
(satin) brass finish, Stem 
is % inch in diameter and 
13 inches long. At each 
end is an adjustment and 
thumbscrew for regulating 
to any position with 6 
feet of silk cord, revolving sleeve key 
socket and metal shade, aluminum lined 


No, 34A8415 Price, complete.$1.50 


Blectric Adjustable V/s 
Desk Lamp f . 
Height from bottom of 
base to top of rod when * 
upright, 16 inches, Made 


Dlectric Bedroom Light 


Can be used on the table asa portable 
or hung on the wall as a bracket. Made 
of genuine brass in bruah (atin) brass 
Nnlah, Welghted base, 4 Inches in 
Hameter, Green silk shade with frin 
complete, with key socket, & fe 
of silk cord, revolving sleeve plug and 
patent shade hol 


No, S4A8418 Complete $2.45 


diameter, Scinch brass stem 
Ntted with telescoping upper 
stem permitting Hight to t 
rained 4 Inches, making tot 
possible height, 19 inches. A 
horizontal adjustment on the 
stem permite a dinch projec 
tion, end asecond adjustment 
stem permits 

be placed at any 

Wired com 


6 feet of silk ec 
revolving sleeve 

inch brass shade in 
sh (satin) brass 
foish, Aluminum 
lined: 


SAARALE 


Price, complete 


Roll Top Desk or Piano Lamp 


The lamp, including the shade, is made of genuine brass in brush (satin) brass 
finish. Mounted on a polished slate base, 6 inches square. Lamp will move to 
right or left at any angle. Light can be thrown in any desired place by turning 
the revolving cylinder shade Wired complete, with 6 feet of silk cord, key 
socket and movable sleeve plug. 


No. 34A8416 Price, complete.............-. 


3.95 


Electric Adjustable 
Desk Lamp 


Height from bottom of 
base to top of ring, 28 In, 
Made of genuine brass 
in brush Gsatin) brass fn 
ish. Wolghted bas 
Yo-ineh in diamete 

m % inch 
and 10 inches 

justable 


revolving 
plug, key 
socket, 6'%-ineh 


green glass shade lined with white, 


No, S4A8410 Complete. 


k Electric Reading or Piano Floor Lamp 


Made of genuine brass in brush (satin) brass and black finish, Hei 
shade, when arm is bent exactly as shown, 50 inches. (Con be raise 
making a total possible height of 7 inches.) Ornamental brass base, 0 | 
Weighted to prevent upsetting. Brass stem, %% inch in diameter, with pate 
ofall eoracrmits light to be thrown at any angle desired. A\y 

. revolvin, key ‘ id GM-inch by | 
Onis, aluminum 1m eee plug, key socket and 6% -inch brass shad 


No. 3448400 Price, complete. ... 
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ht to top of metal 
27 inches highe 
es indiam 
i fexible brass 
ed SmpIAte, with 9 feet 

le in brush brass 


. 86.98 


Blectvic Adjustable Desk 
Lamp 

Height, as illustrated, 15 inches 

Made of genuine brass in brush 

fant) brass finish, At the top of 

the stem is a cast adjustable ball, 

Permitting the light to be thrown Lamp 


2.75 


Drans shade lined with white on finish. Height, as illustrated, 42 inches. 
omel, Fitted with round frosted 
loss Ieandle power electric hel 
lamp, chain pull socket, and 6 


cket and metal shad 
dd complete, with 9 fe 


No. S4A8409 Key 
Price, complete. 


of silk cord. 


Electric Reading or Piano Floor 


at any angle desired, Adjustable Made of genuine brass in brush (satin) brass 


be raised 24 inches, making a total possible 
‘of 66 inches, Telescoping brass stem, 

neh in diameter, with screw adjustment to 
feot of silk cord. regulate the height, Adjustable arm fitted with 
7 . aluminum lined, 


$3.98 No. S4A8401 Price, complete. 84.98 


Blectric Adjustable 
Desk Lamp 


Genuine brass in brush(satin) 
brass finish, Base, 536 inches 
in diameter, is weighted to pre 
it upsetting, Stem, % inch 
ameter, fitted with Nexible 
brass arm which permits put 
ting the light in any position 
and at a . Wired com 
plete, with key socket, 6 feet of 
silk cord and revolying sleeve 
plug. Metal shade, aluminum 
lined, 


No, 34A8412 
Price, complete, 
$2.45 


Blectric Reading or Piano Floor Lamp a 


Made of genuine brass in brush (satin) brass and black finish. Height 
in illustration, 44 inches. Can be raised 27 inches, making a total possibl 
71 inches. Massive ornamental cast brass base, 11% inches in diamete 
prevent upsetting. ‘Telescoping brass stem with screw adjustment tor 
Curved arm with adjustable ball joint which permits the light to be placed at any 
angle desired; 24-inch key socket cover and frosted 7-inch glass shade with clear 
ribs and stars in cut design. Wired complete, with 9 fect of silk cord, revolving 
sleeve plug and key socket. 


0. 3448402 Price, complete 


shown 
height of 


$11.98 
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One-Light Art Glass Electric Portable 
inches. Shade, 12 inches in diameter. 
brass in brush (satin) brass finish. 
3 shes in 
sh square stem, 
ed on two sides with a 
lion's head. In front is inserted a 
clock which can be removed for 
winding and setting. 
metal genuine brass shade, 
in diameter, with bre Iss crown j 


a brass finish. 


top p: 


metal in 


r 
Ss. Goulet Toa 6 feet 
silk cord, plug and key socket. 


No. 34A8018 
Price, complete...... 


$5.95 
One-Light Gas Portable 


Same as No. S4As8018, but fitted 
for si lescent gas 
burne wntle, air- 
hole 6 feet of tubing | 
and brass gooseneck, 


No. 8bA8019 


Price, complete. ...... 75.95 


HA PT IAA 
Three-Light Getedlion Art Glass Dome Light 


Length to bottom of fringe, 54 inches. Diameter of dome shade, 22 inches. Made of 
genuine brass in brush (satin) finish. Two gas arms projecting from crown of dome are 
fitted with round keys and candle cups. One electric light inside of dome, The dome 
shade is made of eight pi f curved green cathedral art gl with 4inch beaded amber 
fringe. Completely wired, with key socket, opal glass candles and bobaches, 

ING mSdA8'505) (Price,;completessinn ctisiccin<- vec caseanmean ...-96.98 

Same as No, 3448505, but fitted for gas only without gasarms, but with incandescent gas 
light inside of dome, consisting of inverted burner, by-pass, mantle and frosted glass globe. 


No. 34A8506 Price, complete... 00)... .-esusssseee seen pene 0.00. 


One-Light Art Glass Electric Portable 

Height 24 inches. Sl 
eter. Made of genuine brass in brush (satin) 
Square footed base, 
diameter and square taper stands “zal with round 
raised decorations on sides. t 
metal, square shade, 13 inc’ he s in diameter. 
nels of this shade 
amber art glass and the curtain panels 
with sunset color 
windmill and landscape design. 
Complete with ke 
and revolving sleeve plug. 


No. 34A8021 
Price, complete.......... b 


, ROEBUCK AND CO., CHICAGO, ILL. 


de, 13 inches in diam- 


4% inches in 


Genuine brass. 


he 
e fitted with 


ass, overlaid with cut-out 
silk cord and plug. 


socket, 6 feet of silk cord 


Price, complete . 


burner, 


One. a Art Glass eater Dome Light 
Length to bottom of fringe, 60 inches. Diameter of dome shade, 16 inches. Metal 
parts dead black finish. Embossed iron ceiling »py. 446 inches in diameter, and short 
stem. Round link iron chain supporting a square Mission dome with amber art g 
panels and 246-inch curtain with green art glass panels and 4+inch green bead frin 
Completely wired with black silk cord, and chain pull socket. 
No. 34A8560 Price, complete. ens BR ORO FIA BEF OSIAOICS GLCP A INCICS 
Same dome but fitted for gas with iron stem instead of chain, Completely equipped 
with an inverted incandescent burner, mantle and airhole frosted glass globe inside of dome. 


No. 3448561 Price, complete.................. 25 


No. 84A80389 


airhole chimney, 
ing and brass gooseneck. 


No. 


Price, complete... 


One-Light Art Glass Electric Portable 


Height, 22 inches. Shade, 14 inches in diameter. 
Genuine brass base in brush (satin) brass and black 
finish, decorated with cast brass ornaments. 


Cathe 
art glass shade, 14 inches in diameter, composed of 
t panels of amber art glass mounted in a cut-out 
S frame with fancy crown of amber glass. 


Beau- 


neh frosted pencil prism fringe with green and 
weads. Fitted with chain pull socket, 6 feet of 


One-Light Gas Portable 


Same as No. 3448039, but fitted 
for gas, with incandescent gas 
mantle, 
6 feet of tub- 
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Woman's Figure Electrolier 

Height to top of light, 27 inches. 
Round metal base, 6% inches in diam 
eter, upon which is mounted an ex 
quisitely modeled woman figure, 
measuring 1444 inches in height. The 
base and figu ein statuary bronze 
finish. Two stems with leaves in 
natural green color extend from the 
base and are fitted with electric 
lights. Wired complete and fitted 
with two keyless sockets, two frosted 
lamps, 6 feet of silk cord and plug. 


No. 84A8225 
Price, complete....... $12.75 


mn 


One-Light Wicker Electric Portable 


Height, 18 inches. Shade, 13% 
Made of wicker in fumed oak or ¥ 
finish desired.) Round wicker bas 
ing an open lattice work wicker shad 
eretonne lining in red flower and gre 


id 


inches in diameter. 


ny finish. 


ing sleeve plug. Very good for bedroom or porch. 


No, 84A8068 
Price, complete 


oS & 


standard support 

with faney figured 
n leaf design. 
plete with chain pull socket, 6 feet of silk cord and revoly 


(State 


Com 


Cupid Electric Newell Light 


Height to top of glassware, 29 inches 
Beautifully modeled ure of Cupid 
made of metal in statuary bronze fin 
ish on 1 base, 644 inches 

iamete 1 complete and 
fitted with key shade ring and 
frosted gl edge tulip shade. 


No, 3448212 


Price, complete ...... $10.98 


Three-Light Metal Overlaid Electric Dome Light 


Length to bottom of fringe, 54 inches. 


Diameter of shade, 22 inches. 


Finish, brush 


(satin) brass. Large round spun ceiling canopy, 5 inches in diameterawith short stem and 


solid 
eight-panel ornamental glass crown, 


art glass, overlaid with a cast metal openwork border in floral design. 
fringe of frosted pencil prisms and amber jewel and green beads. 


cord for three electric lights with brass cluster and key sockets inside of dome. 


= No, 34A8532 Price, complete. . 
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brass round link chain, supporting a 22-inch, eight-panel dome, surmounted by an 

The panels of this shade are fitted with amber green 
S-inch fancy bell 
Wired with yellow silk 


Three-Light Metal Overlaid Electric Dome Light 


Length to bottom of fringe, 54 inches. Shade, 22 inches in diameter. Finish, brush 
(satin) brass. Large round spun ceiling cano) inches in diameter, with short stem and 
solid brass round link chain, supporting a neh, eight-panel, scalloped design shade, sur- 
mounted by an eight-panel glass crown. This shade is fitted with amber art glass overlaid 
with a delicate metal tracery in fancy scroll design. 5-inch fancy bell fringe of frosted 
pencil prisms with amber and green jewel beads. Wired with yellow silk cord and fitted 
for three electric lights with brass cluster and key socket inside of dome. 


NOMSSIASH SIN ePrice, completes cwerecsens (sceustsecss scence $12.50 
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One-Light Mahogany 
Electric Portable 
Height, 15 

10 inches in diamete: 

inches high. Beautifully turned Co- 

lonial column, with round base of 
genuine mahogany in dark dull finish, 

Fancy orange silk shade, lined 

throughout with orange colored silk, 

with gilt braid at top and bottom and 
between panels connecting the top 
and bottom border. Fitted with chain 


20% inches. 


ish 
leaf design with 1l-inch 
ing the eight-panel meté 


art glass, overlaid with a 


t, 6 feet of silk cord, revoly- 
plug and round 16-candle 
ted lamp, Edison base. No. 384A8100 
No, 34A8085 
Price, complete 34.89 Price, complete........ 


ss 


Three-Light Metal Overlaid Electric Dome Light 

Length to bottom of dome, 54 inches. Shade measures 25 inches in diameter. 
Brush (satin) brass finish. Plain spun ceiling canopy, 5 inches in diameter, with 
short stem and solid brass round link chain, in brush (satin) brass finish, supporting 
a six-panel dome with 34-inch curtain, surmounted by a glass crown. This shade 
is fitted with amber art glass with metal overlaid curtain in windmill and land- 
scape design. Wired complete with yellow silk cord laced through the chain, fitted 
for three electric lights with brass cluster and key sockets inside of dome. 


INOS AUN Boll Meme ci Ces COMP ISLE Watateleinielelelalsle/=talaieteleletiiests ....912.98 


sd 


wo-Light Metal Overlaid Art Glass 
Electric Portable 

Shade measures 13 inches 

é Brush (satin) brass 

Square metal base, beautifu 

square 


nels of the shade are fitted with amber 
and the border panels with amber-green 


Complete with two-chain pull sockets, 6 feet of 
silk cord and revolving sle 


across corners. 
finish. F; 
standard, t 


id black fin- 
y chased in 
standard support 
id shade. The 


oy 


fancy metal design. 
two-cl 


eve plug. 


Price, complete 


Two-Light Leaded Mosaic Art Glass 
Electric Dome Light 
to bottom of dome, 48 inches. Shade, 18 
Solid brass round link chain, ceiling 
in brush (satin) brass finish, The 
ass shade, measuring 18 inches in 
nches deep, is composed of approxi 
mber-gre pink and ruby art glass 
i ; 1e leading between the 
individual pi s of art glass is gilded, Wired complete 
h yellow silk cord laced through chain, fitted for two 
lights with brass cluster and key sockets inside 


Length 
inches in diameter. 
nopy and dome ¢ 
led mosaic art 
diameter and 7} 
pieces of 


No. 3448552 Price, complete ..910.68 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


wo-Light Metal Overlaid Art 
Glass Electric Portable 
Shade measures 22 inches 
Brush (satin) brassand brown 
yey embossed cast metal base and 
vutifully chased in fluted el 2 
design, supporting a six-panel metal overlaid 
shade, measuring 22 inches across corners and 
is fitted with amber art ¢ 
with a fancy meti 
in pull sockets, 6 feet of silk cord and 
revolving sleeve plug. 


Height, 21 inches. 


1 trace 


No. 34A8078 


One-Light Electric Portable 
With Glass Shade 


Height, 19 inches. Shade measures 
12 inches in diameter. Brush (satin) 
brass and black finish. Fancy cast 
metal base embossed in conventional 
design, with ornamental spun briss 
standard. ‘The standard supports a 
beautiful amber gold, iridescent ¢' 
shade, with delicate frosted s 
ling tr: ry. Complete with one-ch 
pull socket, 6 feet of silk cord and 
revolving sleeve plug. 


lass panels, overlaid 
y. Complete with 


No, 34A8074 


Price, complete 


=e » 


Two-Light Leaded 


Length to bottom of curtain, 


Art Glass Electric Dome Light 

Shade, 24 inches in diameter. Gen 
canopy, 5 inches in diameter, and solid brass round link chain 
in brush (satin) brass finish. The six top panels of the dome 
are of amber art glass and the 35-inch curtain is composed of amber glass with 
brown and mottled green art glass fancy border at top and bottom, All lead- 
ing is gilded. Wired complete with yellow silk cord laced through chain, fitted 
for two electric 1 key sockets inside dom 


No. 34A8501 Price, complete. ....- +++ ++++++eeee eres 


52 inches. 
vine brass ceiling 
and shade holde 


lights, with brass cluster anc 


os 10.48 
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Height, 19 inches. Shade, 14 inches in diam 


et Made of genuine brass in brush (satin) Two-Light Leaded Glass Electric Portable 

brass finish. | Base, 7 inches in diameter with Height, 2014 inches. Shade, 18 inches in diameter. 

Linch round standard. | Art glass pancled Massive ornamental solid metal base in faney ribbed de eter. Massive ornamer 
shade, 14 inches in diameter, made of sunset 


sien, finished in verde antique (Tiffany green), Round 
leaded extra deep mosaic art glass shade, measuring 18 
inches in diameter. The body of this shade is composed 
of square panels of green and ivory blended cathedral 
art glass and the border of green cathedral art glass in 
leaf design with sprays of red wild roses made of ruby 
glass extending up into the body of the shade, 
Kitted for two electric lights inside of shade, 
with chain pull sockets, 6 feet of silk cord and 
plug. Very striking. 


No, 84A8068 Price, complete. $18.98 


r 
cathedral glass with 2inch border 
color, supported by a three-arm holde: 
plete with 6 feet of cord, plug and chain 
pull socket. 


No. 3448043 Price, complete..85.25 


tique (Tiffany green). Round 
shade, measuring 18 inches in 
this she 
glass el 
red and orange cathedral art 
sign. Fitted for two electric 


and plug, Very rich and 1} 
of exceptional artistic merit. 


r 2 q ; 
o-Light Art Glass Electric Dome Light 


Length to bottom of curtain, 48inches. Diameter of dome, 18 inches. 


One-Light Art Glass Electric Dome Light 
. Length to bottom of fringe, 54 inches. Diameter of dome shade, 22 
inches This shade is made of eight panels of curved green cathedral art 


A ’ I y Metal parts brush (satin) brass finish. Brass ceiling canopy, 5 inches in 
a vas ‘inch beaded amber fringe, and is surmounted by an. art elass diameter, and short brass stem to which is attached a solid brass round 

n. The frame of the shade is brush (satin) brass as is also the Sinch link chain and shade holder. Square amber art glass shade mounted in 
ceiling canopy. The chain is heavily brass plated in brush (satin) bi i 


8 ass fin brush (satin) brass frame with a 3-inch eu 
k cord laced through chain, fitted with key 4inch comers in green art glass. Wired, with silk cord laced through 


. ry Ni '. 
de dome. the chain, with key sockets for two electric lights inside of dome. 


No. 3448507 Price, wired COMplCtes sexs es seen 80.00 No. 8448508 Price, complete. . 
Page One Hundred and Ten 


ish. Completely wired with 
socket for an electric light i 


mber art glass and 


embossed in leaf design, finished in d. 


eis formed of amber 
and the border of 


with chain pull sockets, 6 fee 


No. 84A8064 Complete. . 


Two-Light Electric Portable 

Height, 21 inches. Shade, 14 inches in 
diameter across corners. Brush (satin) brass 
and black finih. Fancy solid embossed 
metal base and fancy ribbed column and 
art glass shade with ornamental cut out 
border fitted with green art glass panels 
The upper part of the dome is amber glass 
surmounted by a spun brass cap and fancy 
knob. Fitted with two chain pull sockets, 
6 feet of silk cord and plug. 


No. 34A8046 Price, complete.36.98 


leaded mosaic art glass 
diameter. The top of 
een cathedral art 
vender-blue, green, 
glass in pond lily de- 
lights inside of shade, 
t of silk cord 
landsome and 


.-315 98 


Two-Light Art Glass Electric Dome Light 
Length to bottom of fringe, 54 i 
ts brush (satin) brass fin: 
and short brass stem to which 


iches. Diameter of dome, 
S ceiling canopy. 
ttached a solid t 


inches, 
inches in 
s round link 


chain. 


The shade is composed of eight r of curved amber on art 
glass mounted in a fancy cut out brass frame and surmounted by a ASS 


crown. inch fancy bead and tubeamber glass fringe. Wired with yellow 
silk cord and key sockets for two electric lights inside dome. 


No. 84A85 13 = Price, complete Defeisiavelsine rin 
SEARS, ROEBUCK AND CO., CHIC 


One - Light Electric Portable 
With Hand Painted Shade. 
Height, 17 inche 

in diameter. G 


and stem in 
Hand painted 


shade, 10inch 


finish, 
s Shade, 10 inches 
ated with sunset 
st design. Complete 
with 6 feet silk electric cord, revoly- 
ing sleeve plu nd chain pull socket. 


No. 34A8070 
Price, complete 


panels with light bly 
metal tracery. 


Three-Light Metal Overlaid Electric Dome Light 
Length to bottom of dome, 54 inches. Diameter of dome, 22 inches 
al parts brush (satin) brass and black finish. Solid brass round link 
chain and ceiling canopy, 5 inches in diameter. Artistic dome shade com- 
posed of twenty panels of amber green art glass overlaid with a handsome 
openwork metal grille in conventional leaf design. The dome is surmounted 
by a fancy brass crown. Complete with silk cord laced through the chains 
h cluster and key sockets for three electric lights inside of dome. 


No. 34A8522 Price, complete..........00seseeceens $15.75 


0-Light Mosaic Art Glass Electric Portable 
Shade, 18 inches in diameter. 
» § inches in diameter 
in brush (satin) brass finish. supporting a round leaded 
measuring 18 inches in 


Three-Light Metal Overlaid Art Glass 
Electric Portable 
Massive or 
ndard supporting 
The base and s) 
ny green). 
The upper panel 
blended pink and amber green art 
tinted opal g 
‘itted for three electr 
pull sockets, 6 feet of silk cord and revolving sleeve plug. 


No. 84A8050 Price, complete....... 915.75 


; 2 Spun round bas 
amental ribbed solid 
n-panel metal 


neled_ shade 
mounted with a spun brs 
ne shade is composed of 3 
nels, with 3-ineh border o 


amber gli 
Complete with two chain pull 
. 6 feet of silk cord and plug. 


Price, complete....... $10.50 


sand the border 
both overlaid with 
* lights with chain 


No. 8448055 


Diameter of dome, 24 inches. 
Solid brass round link chain, 


of amber green, 
in pink rose and dainty green leaf de 4 
Wired with silk cord cluster and 
ockets for three electric lights inside of dome 


No. 34A8554 Price, complete 


s composed of approximately 225 pie 
pink and green art glas 
eading between the glass 


SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


One-Light Electric Portable 


Height to top of shade. 19 inches. Shade, 
10 inches in diameter. Made of genuine br: 
in brush (satin) brass finish. Base is 
inches square, ornamented with fancy 
rosettes. Brass standard, Linch square. 
Fitted with a four-arm 1l0inch ring and 
mushroom dome shade, green on the outside 
ana white on the inside. Complete with 
6 feet of silk cord, plug and key socket. 


No. 34A8014 Complete. 
One-Light Gas Portable 
as No. 34A5014 but fitted for gas with 


nt gas burner, mantle and chim- 
et of tubing and brass gooseneck 


34A8015 Complete 


id spun column 


Iss ornament and 
er glass top and 
with pink 


Three-Light Metal Overlaid Electric Dome Light 


Length to bottom of dome, 54 inches. Diameter of dome, 22 inches. All 
metal parts brush (satin) brass and black finish. Solid brass round link che 
and 5-inch ceiling canopy. Dome shade composed of twenty amber 
art glass panels with a cut-out metal crown and bottom curtain having : 
jewel centers and border overlaid with cut out metal lle. Complete with 
silk cord laced through the chains with cluster and Key sockets for three 
«tric lights inside of dome 


Price, complete.........-... 2255 
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Two-Light Metal Overlaid Art Glass Electric Portable 


Height, 28 inches. Shade measures 18 inches in diameter. All metal 
parts antique brass finish. Fancy solid metal base and standard em- 
bossed in leafand classic design, supporting an eight-panel metal over- 
lnid dome shade. The shade measures 18 inches across corners, haying the 
upper part panels fitted with amber art glass and the border panels with 
blended amber and red art glass, overlaid with a delicate metal tracery 
in Vine and floral design. Complete with two-chain pull sockets, 6 feet 
of silk cord and revolving sleeve plug. 


No. 84A8022 Price, complete..............+-. $11.50 


Three-Light Metal Overlaid Art Glass Electric Portable 
Height, 2344 inches. Shade, 18 inches in diameter. Metal parts 

Drush (satin) brass and black finish, Ornamental spun brass in lotus leaf 

and ribbed design with solid metal standard in reeded design, support 

ing an cight-panel overlaid shade, The shade measures 18 1 he 

corners and is fitted with amber art glass under an ar 

design, Complete with three-chain pull sockets, 6 feet of 

revolving sleeve plug. 

No, 34A8080 Price, complete..........0.+00+5 $15.98 


il 
wll 


ee Three-Light Ar Glass Bileciric Dome Light Three-Light Mosaic Art Glass Electric Dome Light Three-Light Art Glass Electric Dome Light 
All meter arts Pete they ees anion oF A eo Rear Length to bottom of dome, 54 inches. Diameter of dome, 24 inches. Length to bottom of fringe, 54inches. Diameter of dome, 24inches. All 


and 5-inch ceiling canopy, supporting an extra large dome shade measuring SAP Re ee cua Cetin) brass finish, Heavysolid bi 


mdaauice een Oras : 4 link Gay metal parts Broan (satin) brass finish. Heavy solid brass link cae poaicells 
24 in RAR PAT WA A ne canopy. 5 inches in diameter, supporting an ex rge dome ing canopy, 5 inches in diameter, supporting a large cathedral art glass dome 
art Fe a Rapaport of ebeteen panels oF onkyed amnberc ated Binge ees ie inches in diameter. Composed of twelve panels of shade, measuri £ 24 inches in diamiaterd composed of ten panels of curved 
crown. Omamental bottom edge with 44-inch amber beaded fringe. Com. ed amber cathedral art glass mounted in brass frame with 


amber art glass mounted in cut-out fancy brass 


rame surmounted by a ten- 


proximately $24 pieces of leaded art gl 
th silk cord laced through the 


ete with silk cord laced through the chain, fitted with brass cluster, inch curtain composed o} panel art glass mm. Five-inch fringe of frosted glass pencil prisms ana 
Key sockets for three electric lights inside of dome. cluster, and grape design. Complete 


n 
chain, fitted amber jewel beads. Complete with silk cord laced through chain, fitted with 


: with brass cluster, and key socket for three electric lights inside of dome. brass cluster, and key sockets for three electric lights inside of dome. 
= = 8448533 Price, complete.................... 811.98 No. 84A8586__ Price, complete...... osaongAnnod $17.98 No. 34A8511__ Price, complete.....--+.+-+ accede $12.95 
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SEARS, ROEBUCK AND CO., CHICAGO, ILL. 


Brush (satin) bri 


Mahogany Desk or Boudoir Electric Portable 
Height, 1344 inches, Base, 4% inches in diameter, with The 


turned wood stem in ‘dull muahoga ny finish. Old rose silk desired. 
trimmed at top 


Adjustable Desk or Piano Electric Lamp 


Height as shown in illustration, 


arm holding a triangular 
long Bud 4" % ine Be Ww ide, 


i tted for one | 
6 feet of silk cord and revolving sleeve plu 


7% inches. 

Metal ba ise, 

i n Height 

Embossed 
ti 


and black finish. 


as shown in 


for one li 


shade, 8 inches wide and 6 s 
and bottom with fancy ¢ Fitted for one light with pee = 
chain pull socket, 6 feet of silk cord, revolving sleeve plug No. 34A8417 Complete. 56 No. 3448420 
and 16-candle power round frosted lamp, Edison base. 
No. 84A8086 Price, com g plete. .$3.25 
Shows lamp closed. Mi h El . P bl 
Mahogany Electric Portable 
Cretonne Umbrella ice Portable Height, 20 inches, Diameter of base, 9 inches. Made of genuine 


n, 9 inches in diam- 


Height, 27 inches. Faney brass base in fluted desi 
. Umbrella shade, 


eter, and round brass standard in brush (satin) brass fin 
17 inches in diameter, made of excellent quality flowered cretonne in pink 
rose and green leaf design with fluted edging of the same material. This 
portable can be closed like an umbrella at times when not needed. Fitted for 
one light with chain pull socket, 6 feet of silk cord and revolving sleeve plug. 


No. 34A8088 Price, complete.. ScHvoGaG Ee) 


ny in dull finish, with a round step base supporting a beautiful 
1 carved in Corinthian fluted design surmounted by a capital. 
18-inch round plaited shade made of fine quality pink silk with a gilt 
braid galloon at top and bott nd 3-inch silk fringe to match shade, 
The shade is lined with white China silk. Fitted for two lights with 
chain pull sockets, 6 feet of silk cord and revolving sleeve plug. 


No. 34A8089 Price, complete «----- FOCOE $13.95 


Adjustable Desk or Piano Electric Lamp 

illustration, 

ancy metal base with adjustable reed- 
$4o-inch shade fitted with four 

t glass panels in sides and 


12 inches. 


our opal gl 


Dp: é 
e and shade are finished in gold bronze 
it, with 6 feet of silk electric cord, 
revolving sleeve plug and chain pull socket. 


Complete. ... 


amber 


. Boudoir Electric Lamp 
ine ae s. Solid metal base with six-panel cut 
7-inch dome shade fitted with amber art 
re finished in verde antique (green). 
t of silk electric cord, revolving sleeve 


$9.75 


plug, chain pull socket and 16-candle power round frosted 
Jamp. 
No. 34A8422 Price, complete. -.. 56.75 


Metal Overlaid Electric Portable 

Richly embossed ornamental base in verde antique 
) eight-panel metal overlaid shade fin- 
Measures 19 inches across corners and 


is fitted with amber art glass overlaid at the bottom and top with artiste 
metal tracery in wreath and vine design, Fitted for two lights with chain 
pull sockets, 6 feet of silk cord and revolving sleeve plug. 


No. 3448101 Pric e, complete 
SEARS, ROEBU C ‘K AND C 0. 


25 inches. 
1) finish, supporti 
ished in verde to m n. The sh 


$11.98 
CHICAGO, ILL. 


Mahogany Electric Floor Lamp. 


Height, 6 feet. Base, 14 inch 
eter. Beautiful nuine 
lonial cqlumh in dull finish. Round 24+in 
pink silk Empire shade, lined with white 
China silk and decorated with gold lace 
galloon and +ineh pink silk fringe 
Fitted for three lights with chain pull 
sockets, 10 feet of silk cord and pl 

No. 34A8106 Complete. . $22.50 


in diam 
mahogany Co 


Verde Antique Electric Portable 
Height, 21’2 inches. Solid metal ornamen 
tal standard in leaf and classic design, finish 
ed in verde antique (Tiffany green). | Eight 
panel amber art shade, 154 inches 
1cross corners. Fitted for two lights with 
chain pull sockets, 6 feet of silk cord and plug 


No. 34A8079 Complete $11. 


+} 
glass 


Florentine Design Electric Portable 
Height, 29 inches. Made of wood with 
applied ‘ornamentation in Florentine 
design, burnished gold finish. Round 
18-inch golden brown silk Empire shade 
lined with white China silk and trimmed 
with gold lace galloon, golc rd and 3-inch 
silk fri Fitted for one light with chain 
pull socket, 6 feet of silk cord and plug 
No. 3448092 Complete. ..$1 3 


Height, 24 inches 
fumed oak or 
finish desired.) 
inch 
work lined with 
cretonne in pink rose and green leaf de 
sign 


pull sockets, 6 feet of 


Gold Plated Electric Portable 

Height Massive solid metal 
standard, exquisitely chased in French design 
ind finished in rich gold plating. Pink satin 
finish 14-inch glass shade ly resembling 
tsilk shade. Fitted for two lights with chain 
pull sockets, 6 feet of silk cord and plug 

No, 3448073 Complete... .. .$18.50 


22 inches 


Statuary Bronze Electric 
Portable 


Height, 24 inches. Solid metal 
standard decorated with leaf and 
flower design, in statuary (French) 
bronze finish. Six-panel amber art 
metal oyerlaid shade, 18 
Inches across corners Fitted for 
two lights with chain pull sockets 

et of silk cord and plug 


No, 3448077 Complete, 


eRe TA TS 


Wicker Electric Portable Mahogany Electric Portable 

Made of wicker in Height, 2814 inches. Beautiful dull fin 
mahogany finish. (State Standard of Colo. 
Wicker standard and 18. nial design. Round 1#inch pink silk Em 
shade, with open lattice pire shade, lined with white China silk 
beautiful figured floral and decorated with gold lace galloon 
gold cordand $-inch silk fringe. Fitted for 
Fitted for two lights with chain two lights with chain pull sockets, 6 

silk cord and plu feet of silk cord and plug 
Complete. ..$11.75 No. 34A8087 Complete. . 


ish genuine mahogany 


wicker 


34. A 8066 S1475 


Wicker Electric Floor Lamp. 

Height, feet. Base, 15 inches in 
diameter, Beautiful wicker standard in 
mahogany or weathered oak finish. (State 
finish desired.) 26-inch wicker shade 
with open lattice work center, lined with 
flowered eretonne in rose design. Fitted 
for three lights with chain pull sockets, 6 
feetof silk cord and plug 

No. 34A81404 Complete 


S19.75 


